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In this Issue 

Magnetic tape, as two of our authors point out on page 1 1 . is associated 
I with computers so closely that a picture of a reel-to-reel tape drive is often 
used to convey the image of a large computer. Although it's now considered 
too slow for on-line storage, tape continues to be used for off-fine storage, 
i disc backup, data interchange between computers, transaction logging, and 
software distribution. In this issue, two sets of articles deal with the design 
| of a pair of new HP tape drives, Both drives are designed primarily for 
backing up on-line disc memories. (In a well-managed computer system, 
I the continually changing contents of the system discs are periodically dumped 
to tape so that, should some catastrophe wipe out the data on the discs, the systems memory 
can be restored except for transactions that have occurred since the last backup operation.) 
Described on pages 11 to 31 Is a half-inch, industry-standard, nine-track reel-to-reel tape drive, 
the HP 7978A. Designed to provide reliable, low-cost backup for fairly large systems, it can place 
up to 140 megabytes of data on a standard 10.5-inch reel of tape. The other tape drive described 
in this issue, the HP 9144A (pages 34 to 48), is a quarter-inch cartridge tape drive designed to 
back up smaller systems using Winchester-type disc drives or the equivalent. It can store up to 
67 megabytes of data on a single tape cartridge. Although both design teams had high reliability 
and fow cost as primary objectives, their designs diverge in interesting ways. Both drives use a 
recording density of about 10,000 bits per inch, but the half-inch drive records its nine tracks of 
data in a single pass of the tape, while the quarter-inch drive records 1 6 tracks of data one track 
at a time, going back and forth from one end of the tape to the other. 

Our cover this month associates computers with maintenance, illustrating the subject of the 
article on page 4. HP Maintenance Management, a software package for the HP 3000 Computer, 
helps factory maintenance departments schedule work and keep track of spare parts, its designers 
are proud of the fact that it was conceived by an HP customer and designed with exceptionally 
close customer contact to make sure that customer needs were met, there being no accepted 
standards for this kind of software, HP Maintenance Management uses the customizer technology 
first described in our April 1981 issue. The software can be customized to meet the needs of 
individual companies and is fully supported by HP. 

-R.P, Dolan 



What's Ahead 

In April well have articles on the design of the HP 2392A Terminal, a low-cost, economically 
designed video display terminal, and the HP 7550A Plotter, an extra-high-speed eight-pen XY 
plotter designed to do a lot of plotting in a short time without operator assistance. 
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HP Maintenance Management: A New 
Approach to Software Customer Solutions 

Suggested by an HP customer and designed with extensive 
customer feedback, this HP 3000 software helps cut the 
cost of equipment maintenance. 

by Joseph L. Malin and Irving Bunton 



INDUSTRIAL MAINTENANCE COSTS, it has been esti- 
mated, are increasing at a rate of 10% to 15% per year. 
Many maintenance managers state that their depart- 
ments spend 40% to 50% of their time on nonmaintenance 
activities, 

HP Maintenance Management, an applications software 
package for HP :iooo Computers, is designed to alleviate 
these problems by helping maintenance managers increase 
machine uptime, reduce spare parts inventories, and in- 
crease personnel productivity. It is a standard product that 
is fully supported by Hewlett-Packard and can be cus- 
tomized to meet the needs of individual customers. 

HP Maintenance Management represents a coming to- 
gether of creative techniques on many levels of the com- 
puter software development process. In designing a prod- 
uct for which there were no existing standards, the HP 
Maintenance Management team went directly to customers 
for information on how the product should work, We lis- 
tened closely to customer requirements, focused on solving 
customer problems, and were determined to gel HP Mamie- 
nance Management up and running as quickly as possible. 
This approach represents a new direction for ffP software. 

How It Works 

The typical plant maintenance operation keeps track of 
the work it is doing by means of work orders. A work order 
is initially a request for service. This request is written 
down, usually on a standard form, and then is used by the 
maintenance department. A maintenance planner updates 
the work order with the specific Instructions for handling 
the request, the location of the equipment to be serviced, 
and other information needed to complele the service. In 
the process of doing Ihe work, the responsible technician 
further updates the work order by listing the spare parts 
used and the hours of labor, making comments about the 
cause of breakdown, and noting the action taken to do the 
repair. At the completion of the work, the work order is 
filed as part of the permanent record of the maintenance 
department, 

HP Maintenance Management takes this process several 
steps further, The work order is computerized and stored 
in a data base on disc. The HP Maintenance Management 
system establishes links between the work order and rec- 
ords of labor and spare parts. The work order can be further 
subdivided into tasks to include more detail about the 
work. Placing this information on a computer improves 



the standards, completeness, and visibility of maintenance 
information without adding undue complexity. 

Labor Planning 

HP Maintenance Management addresses the problem of 
labor planning by providing a means of allocating skills to 
a task. Craft records are associated with each task; these 
record the skill code, number of people required, and work 
lime associated with ihe task (Fig. 1]. By using on-line and 
batch reports, the maintenance planner can analyze the 
demand for the available technicians and schedule work 
order starts to balance the load, Asa result, the technicians' 
time is used more effectively, More lime becomes available 
for preventive maintenance work, and the technicians are 
taken out of a "fire-fighting*' mode. 

Preventive Maintenance 

Preventive maintenance planning is done in HP Mainte- 
nance Management through the use of standard work orders 
and tasks [Fig- 2). These serve as templates for the general 
preventive work orders. All of the templates are initially 
loaded into the system, A special batch job then generates 
actual work orders from them, as if requests for preventive 
maintenance had been received. A new work order is 
scheduled a selected time interval after the present one is 
either started or completed. This flexibility meets the needs 




Fig, 1, Once a work order is entered, skills are allocated to 
ench task by entering the data on this screen 
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of most customers. 

Spare Parts Inventory 

The local automobile muffler shop* with its interminable 
racks of new and used mufflers, pipes, gaskets, efe 
perhaps the most familiar example of bow a maintenance 
operation depends on the availability of spare parts, The 
muffler shop's problems of having the right part for the job 
is magnified tremendously in a typical large manufacturing 
plant. The spare parts manager must ensure thai the spare 
parts needed for the most common repairs are on hand. 
The parts on hand have to be allocated among competing 
work orders. Costs have to he minimized by not stocking 
rarely used parts, obsolete parts, or parts that can be predict- 
ably ordered well in advance of their use. In many shops 
this knotty problem is approached in a heuristic (read "seat 
of the pants' | manner, with mixed results. 

HP Maintenance Management solves this problem with 
an automated inventory control system. The basic element 
of this system is a part, just as in the work order system it 
is the work order, For each part in inventory, one or more 
stocking locations can be recorded. The system then main- 
tains an up-to-date record of which parts are on hand and 
in what quantities {Fig. 3). Just using the spare parts inven- 
tory system to record what parts are in stock can speed up 
the maintenance process. Finding parts becomes a matter 
of minutes instead of hours. 

Parts and Orders 

The spare parts inventory system is connected to the 
work order system by allocations. An allocation is a reser- 
vation for a part required for a particular work order. Every 
time a work order is assigned to a technician and started, 
a document called a pick list is automatically printed (Fig. 
4). This instructs the stockroom clerk to pull a set of parts 
and set them aside for a particular work order. Thus the 
technicians will always have available all of the parts 
mi essary for the job when they begin- This saves the time 
involved in constantly going to and from the stockroom. 

Moreover, the allocations provide for the accurate plan 
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Fig. 2. Standard work orders are used to schedule preventive 
maintenance On this screen, RC indicates a recurring (pre* 
ventfve maintenance) order 



Fig, 3. This screen can be used to find out whether a particu- 
lar type of part is in stock. The fisting here was produced in 
response to the part type MO (motor) entered in the appro- 
priate ttefd 

ning of work orders. When allocations are initially added. 
they are considered soft, and merely serve as documenta- 
tion. When the planners decide to commit to a work order, 
they also commit its allocations. However, the system will 
only allow allocations to be committed if there is uncom- 
mitted inventory for that part (the system tracks the level 
of uncommitted inventory internally). The system can be 
set up so that any attempt to commit past the level of 
uncommitted inventory for a part uutomiitii .dl\ generates 
a back order request. When a work order is started, its 
allixrit ions a re released, causing the pick list to he printed. 

This reservation system helps maintenance planners 
avoid the overal location of parts. Overal location usually 
results in a work order holdup, in which technicians are 
assigned and work starts without the necessary parts being 
available. Reducing overailocatton results in faster work 
and less wasted time. Reservations also provide a feedback 
loop between work orders and parts. The schedule for work 
orders can be determined by the availability of parts, and 
the demand for parts is determined by the schedule 
Future work orders, 

Organization of the System 

HP Maintenance Management consists of three applica- 
tions software modules: 

■ Work Order Control 

■ Parts Catalog 

■ Inventory Control and Purchase Order Tracking. 
Fig, 5 shows these modules and their various functions. 

Work Order Control 

The Work Order Control module helps plan and schedule 
maintenance work including routine repair, preventive 
maintenance, emergency orders, standing orders, projects, 
and shutdowns. A maintenance engineer, operations fore- 
ma m or mechanic identifies work that must be done and 
gators fl work order into the system. Work orders can be 
identified by type, such as a lubrication work order or a 
normal repair order, A priority can be assigned to indicate 
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the urgency of the work required. In addition, work orders 
can be identified by type of job performed to differentiate 
between discrete, standing, and recurring preventive 
maintenance orders. Work orders and tasks can be reviewed 
on-line by various selection criteria (Fig. 6). 

The planner begins a work order by estimating the tasks, 
spare parts required, and costs. A new order can be entered 
by copying a previous order or work plan. The crafts as- 
signed to the work order tasks are entered into the system, 
The next step is to authorize the work and if necessary, 
print a copy of the order. Safety procedures or special in- 
structions for each task are also printed. 

The Work Order Control module has the flexibility to 
allow personnel to enter work order information after work 
\ms been done. This ensures that the system does not get 
in the way of responding to emergencies or short jobs. Task 
information for quick jobs can be dispatched and printed 
at remote printers. 

Management reports such as the total estimated labor, 
material, and additional costs for all open work orders can 
be displayed graphically using HP Decision Support 
Graphics (DSG/3000), Fig. 7 shows an example. 

If the Inventory Control module is used, parts can be 
allocated to the work order. The selection process is done 
on-line by reviewing the spare parts bill of material for the 
piece of equipment and selecting the parts required for the 
repair. 

In daily or weekly planning meetings, planners and 
supervisors agree on which orders to start. Those orders 
are approved and parts are released. With the Inventory 
Control module, the pick list for the spare parts is prinlpd 
when the order is released (Fig* 4), The inventory control 
clerk uses this pick list as authorisation to pull spare parts 
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Fig. 5. Block diagram of the HP Maintenance Management 
software package for the HP 3000 Computer The principal 
modules are Work Order Control, Parts Catalog f and Inventory 
Control and Purchase Order Tracking. 

from the stockroom. 

While an order is in process, repair information is en- 
tered, such as the root cause of the failure ami the actions 
taken (Fig, 8 J- This information is useful for later analysis. 
Once the work order is completed, the maintenance fore- 
man or scheduler verifies that the work is done and closes 
the work order. 

Closed work orders are maintained in a history file, infor- 
mation such as the root cause of the failure and actual labor 
and material costs are also kept in the history file, Historical 
information can he reviewed on-line. For example , all pre- 



HP MAINTENANCE SYSTEM 



Order Task Extra 
Number Id Usage Id 

1784 3 
MATERIAL REQUISITION PARTS 



02/2D/B5 09 41A 



PAGE 



PICKING LIST 
WAREHOUSE PICK LIST ID 

01 33 



LOCATION PART NUMBER 

ROW B 6914-5928 
ROW B S915-612B 



REQUISITN QUANTITY OUANTITY 
NUMBER TO PULL UM PULLED DESCRIPTION 



GO EA 
30 EA 



WASHERS 
NUTS, 8-32 



DELIVERY CRITICAL 
POINT PART 



ELECSHOP 
ELECSHOP 



BACKORDERED PARTS 



WHSE LOCATION PART NUMBER 

01 ROW B 6913-472B 1 30 EA 

OPEN STOCK PARTS 

— Z Z Z Z Z ZZZZZZIZZ = 

There are no OPEN STOCK parts for this order / task 



REQUI5ITN BACKORDEK PARTIAL 
NUMBER QUANTITY UM FILL QTY DESCRIPTION 



DELIVERY CRITICAL 
POINT PART 



1 5" SCREWS 8-32 



ELECSHOP 



Fig. 4. When a work order is released, a pick list ts printed, showing the material required to 

complete the work, 
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Fig. 6- Work orders and tasks can be reviewed on-line by 
selected criteria Here all of the work orders listed have a 
status Of PLAN 

vious work for a particular piece of equipment can be re- 
viewed. When appropriate, historical information is ar- 
chived to tape. 

Parts Catalog 

One of the challenges in the maintenance department is 
to maintain accurate information about equipment and the 
spare parts used to repair the equipment. In many cases, 
this information is not kept up to date or the files are 
difficult to find. HP Maintenance Management helps gain 
control over this vital aspect of the maintenance depart- 
ment. 

Using HP Maintenance Management , maintenance en- 
Queers identify and document the equipment that they 
maintain and the spare parts used for the equipment. The 
bill of material or structure relationships for the equipment 
hi rid spare parts are numbered and entered into the system. 
The bill of material makes it possible to review all parts 
for a piece of equipment and to review all the equipment 

LMP Corporation 

Maintenance Department - number of tasks for each status 




CHCL 
1ft 



where a particular part is used. When the Parts Catalog is 
used with the Inventory Control module, inventory control 
information, including primary stocking location and 
minimum order quantities, is also entered. 

Generic searches help identify parts or alternate parts 
when one is unsure of the specific part number. For in- 
stance, a search of parts whose description includes "3-inch 
valve" can be made. 

Inventory Control and Purchase Order Tracking 

Managing the inventory of spare parts is a necessity for 
the maintenance department. The first step in controlling 
inventory is to maintain accurate inventory counts and to 
identify where each spare part is located. Accurate inven- 
tory balances must be available to the maintenance planner 
so the proper spare parts can be planned for each order. 

The Inventory Control and Purchase Order Tracking 
module is used to track purchase orders and maintain in- 
ventory balances of all spare parts. A terminal is used for 
on-line purchase order receiving. Inventory quantities and 
left- to -receive quantities are immediately updated when 
purchase orders are received. 

If appropriate, the purchase order is closed. A receiving 
document is printed to accompany the parts or the purchase 
order for accounting control. If back orders exist for the 
part being received, a document can be printed indicating 
the quantities on back order and the departments and or- 
ders requiring the parts. Back orders are filled in date or 
priority order. Material can be issued from the stockroom 
for a work order, a back order, or extra use requirements* 
A pick list, printed by releasing a work order on-line! is used 
to identify which parts should be issued. All parts required 
for a particular work order are issued by entering just the 
work order number and an identifying number from the 
pick list. Issuing can also be done by exception when the 
need occurs. A partial issue can automatically create a back 
order, 

A purchase order to be issued to a vendor is entered at 




Fig. 7. Management reports can be displayed graphically 

and plotted using HP Decision Support Graphics {DSG/3000) 



Rg. 8, When the work is complete, the maintenance techni- 
cian uses this screen to record the cause of the failure. Failure 
data can be reviewed at a later date, sorted by cause or 
other criteria 



MARCH 19BS HE WlETT- PACKARD JOURNAL 7 



)Copr. 1949-1998 Hewlett-Packard Co. 



a terminal in the purchasing department and includes 
necessary tracking information such as quantities and due 
dates as well as descriptive information. Blanket purchase 
orders can be identified. The purchase commitment reporl 
shows weekly cash requirements to meet the purchasing 
plan. 

Bach part can be stored In multiple stocking locations 
and in different warehouses. When multiple locations are 
used, receipts and issues are tracked for each inventory 
location. There is an audit trail of each transaction that 
causes a change to inventory quantities. This audit trail 
can be reviewed on-line. 

Many work orders in the maintenance department are 
planned for shutdowns or major projects. The spare part 
requirements for these orders are reserved to ensure that 
the parts will be available when work is started. 

The Shortage/T re shortage report identifies parts that 
might run out, based on the parts scheduled for current 
work orders. An order point technique is used to launch 
orders when I he available inventory level drops below the 
order point for the part. 

Customizable Technology 

HP Maintenance Management was developed using the 
customizable technology tools used in HP Materials Man- 
agement/3000 1 " 3 and HP Production Management/3000. 
These tools use VPlus/3000 and Image/3000 to support a 
data-independent software environment. A central dictio- 
nary called APPDIC is used to store information about user 
application data bases. Software systems such as HP 
Maintenance Management then use the information in this 
dictionary [an Image data base) to manipulate the data. In 
this way, the customer has complete control over the ap- 
pearance of the data. To change lengths of fields and other 
data-oriented features, the user need only change APPDIC 
and not any code. This makes customizable software prod- 
ucts not only easier to modify by the customer, hut also 
easier to update and correct by HP. A system administrator 
can customize parts of APPDIC while users are using the 
system. 

The Application Customized is one of the most attractive 
features of the application. Information about the layout 
of data bases. VPlus/3000 screens, and transactions is stored 
in APPDIC. This information is entered and updated with 
a screen interface. Data bases can be generated and mod- 
ified with the Custom i/er. Formspec, the forms design util- 
ity, can be accessed through a Function key. The user can 
define names to be associated with the logical device num- 
bers of terminals on which to run the application. The 
names of many items can be changed without affecting the 
operation of the application. 

The format is one of the important aspects of customiz- 
able applications, A format can describe a data set layout. 
a Wins screen, or a data file layout. The format contains 
fields that can represent Image data items, VPlus fields, or 
fields on a report or file record. The fields can have not 
only the same data types as Image but also additional types 
[0*g., 24-houi time, dates, diSfjlSy numeric, etcj Hu^ 
extra types enable additional data editing without having 
to specify it in VPlus processing specifications, Each formal 
or field has a unique number associated with it. Although 



users can change the format and field names, they cannot 
change the numbers associated with those names* Fields 
and formats can also be added by the user. 

The formats for data sets can also have Image information 
other than the fields, APPDIC identifies which fields [data 
items) are sort and /or search items. It also tells which data 
set formats are masters, automat it: masters, or detail data 
sets. While users can add automatic masters for data items. 
they cannot delete those put in by the application program- 
mer, 

Users can define additional characteristics for screens. 
The user can indicate to which screens to transfer control 
from the current screen, based on the eight function keys. 
More than one screen can use the same transaction; this 
enables users to keep screens simple, since every screen 
does not have to contain every field on a data set. The 
application programmer specifies which fields are critical 
for processing a transaction, so that these fields cannot be 
deleted from the screen. 

While users cannot change the code being executed, they 
can request some additional processing. One way they can 
do this is with processing specifications, Each screen can 
have a list of operations to he performed on fields in the 
formats. Users can also specify where the results of the 
operations will go. These operations are performed before 
updates are made to the data base, 

If the user finds that more complex operations need to 
be performed, the advanced customization (user exit] op- 
tion may be purchased. User exits are customer-written 
COBOL II procedures, which are loaded using the MPE 
LOADPROC intrinsic and called during critical portions of 
code execution, These procedures are passed buffers for 
the appropriate data sets and the screen. The user can up- 
date the buffers used by the application and/or open other 
data bases and update them. Users can indicate an error 
by setting the value of a parameter. This lets the transaction 
know that processing should stop. User messages can also 
he displayed on the screen by setting the appropriate pa- 
rameter. 

Given that the user can customize the product so much, 
the application programmer must use special intrinsics to 
manipulate data, since crucial information about formats 
and fields is not known until run time. Most of the infor- 
mation in APPDIC is put into extra data segment [EDS) files 
so that accessing the information is quicker. The applica- 
tion programmer then uses Application Customi/er (AC) 
intrinsics to get this information from the EDS files or to 
perform operations on the data* There are AC intrinsics that 
move, co m pa re P add, multiply, divide, subtract, and so on. 
These intrinsics use the unique field or format numbers 
instead of the names, since the numbers cannot be changed 
by customization, Since users can add fields to screens and 
data sets, the ACMOVECORR intrinsic was developed to 
move corresponding fields from one buffer to another* 

Software Productivity Tools 

While the AC intrinsics make customizable applications 
manageable, the parameter lists and code to load informa- 
tion from the EDS files into memory can make coding more 
difficult. Consequently, the HP Administrative Productiv- 
ity Operation (APO) developed a new tool specification 
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The Need for Plant Maintenance 



In facilities without a structured preventive maintenance pro- 
gram, emergencies account for 50%-9O% of rhe maintenance 
work and unorganized lubrication and service work account for 
tne rest According to Joseph W French a senior maintenance 
consultant in tne Applied Technology Division of Du Pont, the 
annual maintenance bill for US business is in excess of $200 
bifJion This figure is increasing at tne rate of 12% per year 
Furthermore, as manufaciurtng plants become more sophisti- 
cated the always low supply of skilled technicians for equipment 
maintenance has become critical These technicians can no 
,'onger be effectively used by hopping from one crisis to the next 
Company executives are being forced to look for a better man- 
agement system for plant maintenance The mode of operations 
has to become planned and predictable 

The cost of production is also going up High-technology 
equipment costs money, and production managers are finding 
thai they cannot afford to keep it idle. Yet these high-tech 
machines are more likely than ever to require regular mainte- 
nance to perform at peak efficiency. A computerized mainte- 
nance system is a must to keep the complex technology in tune. 

Another driving force for better maintenance is the increasing 
popularity of flexible manufacturing centers and the just-in-time 
manufacturing technique in certain industries. Here the problem 
is that production is very sensitive to unplanned interruptions. A 
high degree of coordination between production and mainte- 
nance is needed To keep these types of facto ries successful In 
a just-in-time system, the failure of one machine can shut down 
an entire assembly line. 

In the past, managers of maintenance departments have not 
had the tools to handJe the enormity and diversity of even stan- 
dard operations For many years this was a tolerable situation: 
the inefficiency of maintenance was tolerated because mainte- 
nance was an overhead operation that wasn't seen to be integral 



to the success of production. The current reemphasis on man- 
ufactunng. especially high-quality automated manufacturing, has 
changed this attitude. 

Some industries have always known the importance of plant 
maintenance The customer letter that started HP Maintenance 
Management was from a petrochemical processor Maintenance 
has always been a vital part of the pelfochemicaj industry, and 
indeed of most of the process industries, because the breakdown 
of even one key part can disable a many-mi les-squa re pfant In 
1979. the top ten U.S. petrochemical companies afone spem 
$3,4 billion on maintenance, 2% of the total expenditure in the 
U.S.A. 

More recently, the capital-intensive industries, which use large 
numbers of very expensive machines, have begun to make in- 
creased commitments to getling full and efficient use out of their 
machinery. These companies, typified by the automotive and 
aerospace industries, are trying to save production expense by 
making better use of maintenance. 

High -volume electronics manufacturers use the just- in -time 
manufacturing technique to improve product quality and reduce 
inventory costs The success of this method of manufacturing 
depends direclly on minimum machine downtime, While the ma- 
chinery itself might not be expensive, the cost of having it and 
the workers idle can be astronomical because of the high vol- 
umes involved. Moreover, improperly maintained equipment in- 
troduces poor quality that the production technique is designed 
to eliminate. 

There is clearly a need for an organized method of doing plant 
maintenance The key io HP Maintenance Management is ii- 
focus on the central problems of plant maintenance: conlrol or 
requests for service, control of spare parts, control of skills use. 
and planning of maintenance operations. 



system called Tools pec, along with customizer tool (ct) 
intrinsics. and a Tnolspec ''compiler" (actually a code 
generator) to make the use of AC intrinsics easier. The 
Tool spec compiler generates code for a transaction t li^i 1 
will use AC Intrinsics to load the Formats from thn EDS 
Hies and get space for I he diila buffers. The compiler gets 
its information from TOOLDS, a data base that contains in- 
formation on which formats* fields, and work files are being 
used. 

With its screen interface, the Tootspec program allows 
the entering nf buffers and fields being used, Application 
programmers can specify what names they want to use to 
refer to data buffers for particular formats for a given trans- 
action. Application programmers can also specify vari- 
ables, which are names for given transactions for fields on 
particular buffers, Work files with sort criteria can also be 
specified, The names of the buffers and variables can be 
used in CT Intrinsics, which call the AC intrinsics. Although 
most field operations on fields with AC intrinsics require 
the formal number, field number, and buffer address, the 
CT intrinsics only require the specification of the variable. 
For example, AC ADD, which adds two fields and puts the 
result in a third field, requires 12 parameters. The corre- 
sponding CT intrinsic, CFADD, requires only three parame- 
ters. Error messages are also printed by the CT intrinsics. 

The new intrinsics also provide improved functional M\ 



tn the user. HP Maintenance Management is the first cus- 
tomizable manufacturing system Io provide maintain trans- 
actions, which can add, change, delete, and review data 
all in one step (see Fig, 1). In addition, the CT intrinsics 
allow the use of review-by-criteria transactions* which pro- 
vide a very flexible data base inquiry system to the user 
(see Fig. 6), Using these transactions, the user can specify 
a limited set of fields to be matched to the records on the 
data base. When the transaction is executed, lhe values 
specified for these fields are compared to records in the 
data base, and records that match all of the specified fields 
are retrieved and displayed. 

The entire product team participated in writing an exter- 
nal specification [ES) based mostly on customer input. Un- 
like previous ES efforts, which had concentrated mainly 
on the technical aspects of the software package, the HP 
Maintenance Management ES attempted to describe how 
the product would appear to the users. The various life 
cycles or continuing processes of plant maintenance were 
1 1nscribed in this document using the jargon of maintenance 
personnel instead of computer engineers, A simulator was 
developed that mimicked the functions of lhe new product. 
This simulator became part of the ES, enabling the lob team 
to show lhe outside world how the product would look 
when it was completed. This simulator was used to dem- 
onstrate HP Maintenance Management nearly two years 
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before the final product was released. 

In this atmosphere there was a lot of risk, but also a 
chance tn make new contributions* There were never pre- 
conceived notions about what we should do or could do, 
A tvpical result was a comment by one of our first custom- 
ers, who praised the ES because it had obviously been 
written by maintenance engineers rather I bun computer 
people! 

VYV learned that success is possible in a market where 
no one has set a standard. The key ingredient is responsive- 
ness. Without widely accepted standards it becomes im- 
perative to maintain constant contact between the customer 
and the pro duel team. The standards then are written in 
I he- process of matching product lo problem. To do this, 
the development process must be short enough so that 
prototypes of the product can be made available to selected 
customers throughout the design process. 

Perhaps another way of stating these lessons is this: the 
* + next bench" effect 4 works for software. By using our cus- 
tomers as the "next bench" we were able to meet a need 
tluit fore rni^ht not have seen within the company. 



Development of HP Maintenance Management 

HP Maintenance Management started with customers. In 
fail, a customer wrote a letter asking if HP bad a system 
to computerize plant maintenance. It was evident from 
preliminary investigation that a market for such systems 
existed, and that HP could make a contribution. 

Unlike most of the manufacturing areas for which HP 
had developed software in the past, no external standards 
existed in the plant maintenance area to serve as a basis 
for a software pnnfm I Instead, customers provided infor- 
mation from the very beginning. HP engineers went to pro- 
cess companies and to MP field people to gather data about 
plant maintenance. Because customers wanted the product 
as soon as possible, a decision was first made to design 
the product by making only slight modifications to an exist- 
ing product, HP Materials Management/3 OQQ. 1 Using exist- 
ing software tools, HP Materials Management/3000 could 
be tailored to meet the needs of the maintenance depart- 
ment instead of the production department. In this way. 
the new software product could be developed quickly and 
still remain compatible w T ith the other HP Manufacturer's 
Productivity Network products. 

However, slight modifications to HP Materials Manage- 
ment' 3 DGQ were not enough to make the right solution for 
plant maintenance. The engineers determined that the 
problem of making firm schedules for manufacturing parts 
was much different from the problem of balancing work 
orders, parts, and people in a situation where schedules 
a re a 1 wa y s changing. HP Mat eri a is Man age m e n t 3 f 1 ( I 
too rigid in some places, Bflud too flexible in others. For 
instance, the major goal of HP Materials Management was 
reducing inventory to a minimum level. As a result, parts 
without future demand gradually would disappear from 
inventory, This was unacceptable to HP Maintenance Man- 
agement since the future demand for a spare part is often 
not known. 

The stage for innovation was set. Although Materials 
Management 3000 itself was not used, a good portion of 



the Materials Management/3000 code was modified for use 
in the new system. The leverage gained by this move prob- 
mMy saved us over a year in development time. 
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Development of a High-Performance, 
Half-Inch Tape Drive 

The design of a low-cost, high-density tape drive for backup 
of large amounts of on-line computer system memory 
requires a sophisticated combination of technologies and 
careful project planning. This new drive's greatly improved 
reliability reduces maintenance costs and downtime. 

by Hoyle L. Curtis and Richard T, Turley 



SATISFYING EXISTING AND FUTURE customers 
with products that are price and performance com- 
petitive remains a constant goal in the computer 
equipment industry Adding to the challenge is the desire 
to maintain compatibility with earlier generations of de- 
vices while making the continuing performance improve- 
ments and cost reductions that customers Have come to 
expect from electronic product vendors. This is particularly 
apparent in the technology of tape drives used as computer 
peripheral^ 

Because of its versatility, a half-inch tape drive is often 
selected to provide backup of computer system memory, 
allowing recovery from system failures or other instances 
of data loss. It is historically associated with the computer 
industry to such an extent thai often ju.si the picture of a 
reel-to-reel tape drive is used to convey the image of a 
mainframe computer. 

This identity is uell-hmuded because of the differed 
roles that half-inch lape has played in the growth of the 
computer industry. It was first us^d in 1952 by IBM in 
their Model 728 tape drive, which had a storage dentin 
of 100 hits per inch (bpi). Improvements have come on a 
regular basis with storage densities of 1600 characters per 
inch introduced in Hi 65, and 6250 characters per inch in 
1973. H a I f - i n oh ta pe ca n be us ed for o n *1 i n e m emo ry , < j f I - 
line storage, backup memory, data interchange, transaction 
logging, and software distribution. Although its use as on- 
line memory has all but disappeared because of its slower 
access speed, the other uses continue to flourish. Because 
early use in most computer systems, it is a universally 
accepted medium for data interchange between computers 
from different manufacturers. This has been assured by 
international standards such as those administered by the 
American National Standards Institute (ANSI). 

Hewlett-Packard's newest half-inch tape drive, the HP 
7978A fFig. 1). is an industry standard nine-track, reel-to- 
reel drive that provides improved functionality and relia- 
hility at a significantly lower cost. This tape drive is de- 
signed to provide HP computer systems with a reliable 
bai hip device for large amounts ol on-line disc memory 
by placing up to 140 megabytes on a standard 10' -in< h 
: ' ! It also provides for the interchange of data with other 
HP or non-HP computer systems by supporting both 6250 
OCR [group coded recording) and 1600 PE (phase encoding) 



ANSI formats. 

Compared with the earlier HP 7976 A Magnetic Tape Sub- 
system which it replaces, the HP 7P78A makes significant 
contributions in several areas. The HP 7978A is half the 
cost and five times more reliable. Additional improvements 
im lode better data reliability (full parity checking on inter- 
nal data pathsj, half the size, less than half the power con- 
sumption at under 400 watts, lower acoustic noise (less 
than 60 dBA). and improved serviceability (30 minutes 




Fig 1. Designed to back up computer systems with large 
amounts of on-tine disc storage, HP's newest half -inch tape 
drive, the HP 7978A. features high performance and in- 
creased reliability for a tow cost This streaming tape drive 
uses both 6250 GCR and 1600 PE storage formats 
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MTTR). These attributes were gained by combining a mar- 
ket-driven product definition, a good technical implemen- 
tation, and proper project execution. While these threu 
areas may seem obvious, their correct sequencing anri in- 
teraction are the heart of both the product and the project. 

Product Definition 

When HP's Greeley Division surveyed the market for 
contributions lhal COuhl be made in half-inch tape drives, 
they found cost of ownership (purchase price plus mainte- 
nance costs] to be the highest on the list of customer con- 
cerns, Increased reliability was also found to be an area 
where HP could make a contribution. The study noted that 
the complexity el existing tape drives was primarily re- 
sponsible for their high cost and low reliability. This com- 
plexity was required to provide the performance needed 
to achieve a high data rate. However, raw perform a nee 
means little if a system cannot use it, so extensive modeling 
of entire computer systems was conducted. 

Prices in the tape drive industry had not followed I he 
cost reduction trends experienced by the rest of the com- 
puter industry, making the cost of a tape drive an increas- 
ingly larger percentage of the system price, An astounding 
increase in magnetic disc storage on systems meant that 
backup time had become an increasing burden on system 
uptime, This trend created a demand for higher capacity 
and faster transfer rates, which could only be satisfied by 
a drive capable of using the 6250 GCR format. Because of 
the large tape libraries at most computer centers and the 
need to interchange data, it was apparent lhal the older 
1 600 PE format should also be usable in a new tape drive. 

The task then became the definition of a tape dri%'e thai 
could satisfy all of the customer needs and that would fit 
into the HP computer family. While this may seem straight- 
forward, the integration of a new peripheral into an exten- 
sive family of mainframes and a large diverse software base 
proved to be no mean teat. 

A number of studies w f ere done to determine whether 
current standards (either industry or HP) and/or leveraged 
designs could be used in the HP 7978A definition, since 



I his would reduce engineering effort and make develop- 
ment easier in general. The most obvious of these were fte 
ptes i no sly mentioned ANSI data formal standards for 6250 
GCR and 1600 PE. l :i Others included the HP-IB (IKKK 488) 
interface and a command set leveraged from earlier lape 
and disc drives. A powerful microprocessor [the 68000) 
was chosen because development tools were already avail- 
able for it in-house t left over from the design of the HP 
9000 Mode! 226 Computer. 

The choice of 6250 GCR as the recording format had 
significant implications. This is currently the mosl ad- 
vanced and complex recording technology used for tape. 
It requires real-time encoding of data into a nine-track for- 
mat with three bytes being added to every seven bytes of 
data, Reading GCR data requires real-time decoding and 
error correction of up to two bits per byte, A density of 
9042 magnetic flux reversals per inch must be placed on 
the tape. To optimize performance, a tape speed of 75 inches 
per second (ipsj is used for both reading and writing, A 
rewind speed of 250 ips is used. The resulting drive pro- 
vides a data rate of about 470,000 bytes per second. 

Technical Implementation 

An architecture had to be defined that would allow HP's 
technology, the market definition, and areas of leverage In 
be combined into a viable product, See Fig, 2 for a high- 
level diagram of the HP 7978A architecture, this architec- 
ture permit led the establish men I of a detailed, low-level 
product definition based on modularity with minimum 
connectivity. Each module was then divided into sub- 
modules that reached a level of complexity that could be 
assigned to individuals for implementation. A furl her bene- 
fit n\ the eariy architecture definition was allowing tests 
to be designed for functional modules, both for internal 
diagnostics and for manufacturing test. 

After the overall architecture of the HP 79 78 A was estab- 
lished, it was possible to review the technologies that cmild 
be best used to implement the product. The following 
technologies became crucial to the final performance and 
reliabilitvof the HP 7978A: , „ _ 

a (continued nn page 14) 
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Fig. 2. Basic architecture of the HP 7978A Magnetic Tape Subsystem 
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LSI Simplifies Tape Drive Electronic Design 



LSI technologies of various forms are used in the HF 7978A 
Magnetic Tape Subsystem The decision to use LSI was made 
early, allowing certain advantages during the development of 
the product There are a number of good reasons to use custom 
and sem (custom LSI circuits in addition to standard off-the-shelf 
LSI components. Among these are reductions in cost and size 
Although not of direct importance in a targe tape dnve, certain 
advantages come from size reduction The reduction m parts 
count directly affects large system problems sucn as noise, prop- 
agation delay, and timing In addition, the use of LSI circuits 
reduces the need for complex designs, thereby reducing the 
problems associated with these designs. 

When LSI components are used, the power supply require- 
ments are greatly reduced, because the number of parts required 
rs vastly reduced. An example of this is the HP 797SA's read for- 
matter electronics Were it not for the use of two LSI parts, hun- 
dreds of off-the-shelf parts would have been required {see article 
on page 19). 

Architectural freedom is a prime motivation for using custom 
and semicustom LSI components Having the freedom to decide 
the discipline best suited for design and being able to implement 
functions not found in standard off-the-shelf pahs allows the de- 
signer to go straight to the solution with fewer restrictions. 

Design Philosophy 

The very nature of LSI technology lends itself well to the "Do 
it right the first time!" strategy used within quality circles In 
Keeping with this strategy, the approach for the HP 7978A was 
to design for LSI from the start. This affected the architecture 
and design strategy a great deal 

A primary consideration was tool development, HP's Greeley 
Division's strategy was aimed at developing tools for LSI design 
and making Those tools available to every designer, In addition, 
the support of development projects such as the HP 7978A was 
of primary concern. Each custom LSI chip developed for the HP 
7978A's electronics was done by two designers and one of the 
designers was provided by the HP 79 78 A design team An effi- 
cient mix of LSI design skills, tools, and product knowledge re- 
sulted from this approach. 

The Mead/Con way approach to LSI design was chosen. 1 This 
incorporated the use of lambda-based design having simplified 
electrical and topological rules. Additionally, having two '"tall-thin" 
designers on each custom part helped guarantee success This 
concept simply means that the designers are knowledgeable in 
every aspect of the chip design from the highest level of architec- 
ture down to the layout of individual cells. 

Software Simulation 

The need to check the desrgn to verify correctness led to the 
use of software simulation of LSI on the HP 7978 A Thrs was 
chosen over emulation techniques for several reasons. First, it 
was very easy to try new ideas and make modifications in soft- 
ware In addition, the designer could choose the level at which 
the design was simulated, thereby simulating only the most crit- 
ical timing situations at the transistor level and keeping the re- 
mainder of the design at a much higher level. 

Closing the loop on a design requires two steps. Initially, l he 
functional design must be completed , This requires the designers 
to define the function of each subsystem thoroughly, beginning 
althe topmost level. From the top. a functional decomposition 



must be done to yield concise blocks that can be fit together 
jnto a floor plan These blocks should be fairly autonomous 
Software simulation of the architecture gives the designers con- 
fidence in the design and verifies algorithm correctness 

Once the functional design is complete, the second ste; 
if i cati c ; a transjstor-ieve] layout simulation. The simulator 

we used was extracted dtrectiy from the layout of The chip. Ver- 
ification requires that the chip oe simulated using the same stimulus 
as the functional simulator and the results compared with the 
simulator s results Ventlcation of the layout in this manner guaran- 
tees correctness, with the exception of critical timing situations. 

Cells with layouts that are timing critical were checked using 
HPSpice, a si mutation program used to model the analog be- 
havior of a circuit It is useful in modeling digital circuits where 
timing information is important. An HPSpice deck was extracted 
from the cell layout data and used by HPSpice Once critical 
timing matters were resolved, the tayout Simulator was used to 
guarantee correctness, 

This method of software simulation requires that the designer 
thoroughly investigate the environment of the chip to create realis- 
nuJL The point of vulnerability is the designer's imagination 

Following this procedure resulted in fully functional LSI parts 
Testing of these components in the HP 7978A yielded zero iayoul 
mistakes and a very small number of design errors. 

Architecture 

The HP 79 78 As formatter function was broken down into two 
blocks, the data path and the control for the data path The 
register- to-register construction of the data path fits well into the 
structured MOS design methodology In addition, extensive mod- 
ulo 2 arithmetic with large numbers of lockup tables and registers 
can be readily implemented using custom LSI Once designed, 
the channel was stepped and repeated to form the parallel 9-bit 
environment inherent in the HP 7978A 

Controlling the data path using a series of state machines and 
counters fits well into PLA-based logic. The technology chosen 
for the HP 7978A was that of the universal synchronous machine 
(USM) developed at HP's Greeley Division, its ease of implemen- 
tation and other benefits made the USM fit nicely inio the "de- 
signed for LSI" strategy of the HP 7978A project. 

A PLA-based synchronous machine allows simplicity of pro- 
gramming in the sum-of -products form Wilhin the USM. Ihe PLA 
area is segmented to allow its product lines to be broken and 
independent or semi-independent PLAs to be constructed Stor- 
age at the PLA outputs in the form of flip-flops and feedback 
paths facilitates state-machine design. The flip-flops can be of 
several types to allow even more versatility 

Where great flexibility was needed or in the case where the 
design did not have a good functional description, off-the-shelf 
LSI components such as microprocessors were used. The main 
controller in the HP 7978A makes use of a Motorola 68000 and 
the servo controller >s an tntel 8051 

Reference 
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■ LSI circuits 

■ Intelligent systems 

■ Electronics/mechanics optimizations 

■ Modeling 

■ Magnetics 

■ Analog/digital electronics 

■ Precision mechanics, 

LSI became 3 critical factor in implementing a high-relia- 
bility product by replacing approximately 1200 TTL parts 
with eleven LSI circuits and 100 TTL support parts. Micro- 
processor control within the architecture allowed great 
flexibility and improved stand-alone capabilities oi the 
product such as self- test and diagnostics. (See box, page 15.) 

Electronic and mechanical optimizations, such as using 
random-access memory buffers to match host system per- 
lurmance either than high-speed and high-acceleration 
mechanisms to do start/stop operations, allowed morerelia- 
I ii 111 y to be obtained and cost reductions to occur. Modeling 
was an essential part of all design decisions. Models al- 
lowed us to predict system performance for various tape 
drive parameters accurately. A tape drive specification was 
not selected randomly, but rather based on it effect on 
II system performance. A good example is the chosen 
tape read/write speed of 75 inches per second. A higher 
speed was physically possible, hut would nut have pm- 
vided improved performance in operation with a computer 
However, a rewind speed oE 250 inches per second could 
be implemented since no system interaction occurs and a 
minimal rewind time is a performance goal. 

The magnetic characteristics of the tape and the read/ 
write head were viewed both as a magnetics problem 
(waveforms and bit shift) and as a comiiuuiii at ion theory 
problem [transmission of data through various transform- 
ing media). At all times, data reliability was the most im- 
portant design criterion 

Analog and digital electronics played roles in each sub- 



system. The read amplifier was an especially sensitive area 
with large signal amplification needed and minimal noise 
injection required for low error rates. The data buffer area 
had to be designed both to accept and to transfer data 
asynchronously, which led to a semicustom LSI \ nnlmller 
design. 

Precision mechanics is the heart of the tape handling 
system. The tape is sensitive and delicate and must be 
guided precisely. Manv component tolerances are held to 
a few ten-thousandths of an inch to ensure a parallel tape 
path from n^l io reel. At 9042 flux reversals per inch, the 
data can be easily distorted Of destroyed unless exai I speed, 
acceleration, and tension control are maintained. 

Working in the above technologies required a major com- 
mitment to design tools, These tools came from various 
sources (HP proprietary, commercial CAD vendor. HP 
64000 Logic Development System, etc.). 

The architecture permit ted design trade-offs that 
minimized real effects and used HP's strengths to a 
maximum. This was particularly noticeable in the deci- 
sions on hardware versus software implementations. Major 
revisions, such as the addition of "immediate response' 
to improve system performance (see page $0), could be 
made without a total redesign. The architecture was firmed 
up by specifications that defined each design area. These 
specifications were considered to be contracts between the 
design engineers- II any deviation was proposed ur re* 
quired, a formal change in the appropriate spet ificalion 
was made. With boundaries clearly defined, designs and 
subsystem testing could be carried on concurrently^ By 
using this technique, designs with significant Iv il liferent 
characteristics (LSI. software, mechanics, etc*) could be 
combined into a single product and efficiently managed. 
The specifications and other related documentation were 
put together in a book that was updated regularly and re- 
published for anyone who needed data on the product or 

its design project. 
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Fig, 3. Organizational growth model 8$ discussed by 
Gretner 3 



Program Management 

Sin< m this wus the largest project that HP's Greeley Divi- 
--. i 1 1 1 1 had ever undertaken, the plan lor llie project im- 
plementation received early attention. It was also very ap- 
parent that more than just an R&D team had to he assembled 
if the HP 7978A project was to achieve the improvements 
that other functional departments felt to be essential. These 
covered the range from accurate cost estimates to maun lac - 
I urate! My goals. Meeting HP's corporate objective of signif- 
n a ally improving product reliability, the HP 7 9 78 A design 
goal of lowering the failure rate of an half-inch tape drive 
by a factor of five required a divisional commitment 

Thus, the project became a program very early - This pro- 
gram was centered around a business team, which drew 
members Erpffi til departments in the division and the R&D 
team. The milestones that determined when the project 
was ready to move to tin- next phase cri development were 
'I is lied by these two learns. These goals formed a formal 
development plan, which was published and used as the 
final test to judge if a development phase was complete. 
This o priori definition avoided many arguments about 
what constituted a phase and limited discussion to consid- 
erations nl whether or not a fixed set of goals had been 



14 HEWLETT PACKARD JOURNAL MARCH 19BS 



)Copr. 1949-1998 Hewlett-Packard Co. 



System Integration 



he HP 7978A tape dnve was a challenging task 
- t groups echnolog 

■ 

/stem suppor 
dnve cannot be used tor its intended purpose. For all of its 
capabMty this new drive would remain unable [o perform any 
useful function without complete integral 
computer systems hrtialty this might seem as simple as 
a quick software routine to transfer data from system disc drives 
to The HP 797SA tape dnve However, an HP 3000 computer 
system involves a very complex set of interacting subsystems 
which all need to be considered when a new product is sup- 
ported. The HP 3000 file system, tape drivers, diagnostics, and 
ig system functions had to be modified to lake full advan- 
tage of the advanced features available in the HP 7978A In 
addition, complete environmental, EMC {elect ra magnetic com- 
patibility), safety, reliability, and performance testing was re- 
quired on all supported system configurations. Thus the addition 
of an HP 7978A drive to an existing HP 3000 system represented 
a complete product design in itself 

There are a few keys to successful system integration These 
keys are: 

■ Designing the right product 

■ Communicating well 

■ Anticipating needs 

■ Using imhouse expertise. 

Designing the right product is a simple rule often overlooked 
by product designers Attributes of the righl product include low 
cost, high reliability, and high performance. However, just as 
Important are the attributes that make it easier to integrate ihe 
product Consistent architecture and I/O requirements make the 
design of drivers easier Advanced internal diagnostics must 
complement system-level diagnostics Complele and consistent 
documentation of the product contributes to easier integ? 

Timely and accurate communication is the key to eliminatFng 
confusion and providing rapid feedback on problems The HP 
3000 Computer is produced by HP's Computer System Division 
in Cupertino, California The HP 7978A is a product of HP's 
Greeley Division in Colorado. Early in the program all of the key 
players were identified with each department represented. Coun- 
terparts in each division were encouraged to interact directly 
with one another. One manager in each division formed ii ■ 
mary contaci and was charged with full responsibility for coor- 
dinating the efforts of that divrsiori Face-to-face meetings were 
held with all participants from each division and each department 



The frequency of meetings increased as deadlines approached 
-ncouraged p- jned tasks 

he HP 3000 d 

ne's efforts 
.- HP 7978A periodically 

With two drvisrons committing large resources to the program 
it was imperative that allthe required support be available when 
it was nee HP 7978A teams point of view, we 

needed to provide everything required to make the oth- 
sions effort efficient and successful We used PERT charts to 
schedule all development and testing This gave us a clear idea 
of when prototype units would be required and m what quantity 
Since prototype HP 7978A drives were at a premium it fell to 
the coordinating manager to understand the HP 3000 divisions 
tests wed enough to provide efficient scheduling, One of the 
most difficult tasks proved to be the tracktng of prototype 
hardware upgrades These upgrades usually consisted of ROM 
changes, but often included hardware changes. It was critical 
that these changes be coordinated and tracked so that errors 
reported in the other division s testing could be appropriately 
evaluated. Eventually we found that all prototypes had to be 
upgraded at the same time so that there was never a question 
of product "generation " A oanicularly successful aspect of antici- 
pating needs grew out of our own need for consistent and com- 
plete documentation Since the HP 7978A project was large, it 
was imperative that even early documentation be controlled Valu- 
able t me can be lost when one engineer proceeds using dated 
or erroneous information. Si nee our documentation was standard- 
ized from the Stan it made it much easier to provide everyone 
with useful information before the information was needed. 

Using in- house expertise to augment host division efforts was 
very useful Our division already enjoyed a proven reputation for 
design and manufacture of reliable, high-quality hardware prod- 
ucts. Our coworkers from the HP 3000 division were software 
drawn from ihe HP 30G0 R&D labs. Thus our experience 
made us the more logical group to work with the other division's 
environmental test and reliability engineering departments on 
hardware lesting To this end; we performed mo si of the req 
system hardware testing, leaving the HP 3000 R&D team to concern 
trale on driver development and software performance testing 

Richard T, Turiey 
Project Manager 
Greeley Division 



'Ved. 'Thus, the entire organ ixatiun was always aware 
of the goals For eacfe development phase. 

The goal erf I he business team was to manage the HP 
7978A product development as a program. Other depart- 
ments CQttk3 assign members well in advance of critical 
interaction periods, permitting Iheni In (.nninhute to the 
I mil eptual definition of the prod UCi Their cmtlimiint; rein 
in Ihe program ensured that the proilucl was optimized in 
all areas of concern. Each member of the business team 
was responsible for publishing an interaction and support 
plan that stated Hie exact relationship of that member's 
department to ihe program. 

I Ij>' liiki) team was initially an archileclural dnfiniliun 

w Mh kev members from all relevanl engineering dis- 
« Ipjinea Vftei the architecture was solidified, subt earns 



began detailed planning fur the product. An early realiza- 
tion was that the use of LSI technology would be an ex- 
tremely Important part of the; HP 7978A. A separate projei I 
group was formed tu ensure that appropriate processes and 
tools were available [see box, page 13). Thus, from its very 
inception, ihe development of the HP 7978A was a multi- 
group project. 

The earlv knowledge of this program's complexity and 
potential staffing growth I'm] ihe management team tu 
evaluate the structure of the program and their own roles 
in il cm a continuous basis. The management of complex 
and dynamic projects can be viewer! as similar in organiza- 
tional <>niwlh as tletaih'il in refprem.e J l This model, shown 
in Fig, J, implies that a mmihiu <>i c ri is M.iu,i*, w\ manage- 
ment will be reat bed as an organization grows, This pattern 
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was true for the HP 7978 A program. As the size of the 
organization and the complexity of the in I erections in- 
creased, several management crises arose. In I he early 
stages the problem was the division of responsibility and 
the span of control, so that the project managers fell Hut 
each of them was a full partner in the program. Later, it 
was realized that management specialists were required in 
certain areas such as software or system integration. The 
later stages of the program required that a program manager 
make decisions across department and division boundaries. 

Many management lessons were learned as the program 
evolved. While none was unique or new, they si Ml were 
learned by the traditional methods of finding a problem 
and working it out. The management team's approach to 
ensuring success was an outstanding experience, a classic 
example of management by objectives. The objectives for 
the product were agreed upon by the division's functional 
staff and the implementation was delegated to the respon- 
sible managers. The program was placed under a program 
manager with each functional area providing resources to 
ensure thai the program was successful, Review r s were held 
for major checkpoints or when serious issues surfaced. 

The critical management tools fur this program turned 
out to be technical competence and flexibility, egoless and 
noncompetitive management teams, willingness to exper- 
iment with the organization, immediate response to critical 
issues, and ownership of all problems. This tool set allowed 



a broad and changing group of managers to contribute to 
the program effectively. 
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Write and Read Recovery Systems for a 
Half-Inch Tape Drive 



by Wayne T. Gregory 



THE ANALOG ELECTRONICS SYSTEMS connected 
to the head assembly in the HP 7978 A Magnetic 
Tape Subsystem are responsible for writing and 
reading data on the tape in an error- free manner. These 
basic functions are separated into the write electronics, 
data protection, and read electronics. 

Analog Write Electronics 

The purpose of the analog wrile system is threefold, hirst 
and foremost, the circuitry must ensure that data is never 
accidentally altered or destroyed- Second, the circuit is 
responsible for recording digital data in the form of mag- 
netic flux transitions on half-inch-wide magnetic tape. This 
second task must be accomplished such that the recorded 
amplitude and flux transition spacing are within the limits 
specified in the ANSI specification for data interchange 
using half-inch magnetic tape. Last, this system rnusl I li- 
able to erase all data formats that have previously been 



specified for halMnch tape by ANSI. These formats are 800 
NRZI, 3 1600 PE, 2 and 6250 GCR. 3 

Fig. l shows a block diagram of the analog write elec- 
tro Jiics. Control signals from the master controller set up 
the current drivers for operation in either PE (phase encod- 
ing) or GCR (group coded recording) mode and control 
operation of the erase current driver* The other control 
signals to the write system come from the write enable 
sensor on the tape drive hub and from the system pow r er 
supply. These signals are used by the write enable elec- 
tronics. The write system returns to the master controller 
the write enable status and a signal that indicates that the 
magnetic recording head is plugged in. 

The circuit shown in Fig. 2 translates the digital data 
signals from the write formatter to currents flowing in the 
recording head. Since the magnetic flux generated by the 
recording head is approximately proportional to these cur- 
rents, the digital data becomes regions of alternating flux 
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polarity stored on the magnetic media. 

The circuit is a cascade differential current driver which 
is used to switch current from either of the two windings 
of the center-tapped recording head. Connected in the emit- 
ter circuit are two magniUi de-con trolling current sources. 
One current source is set for a constant value and the other 
is pulsed each time a data transition occurs. The common - 
base transistors axe used as an externally controlled write- 
protect circuit, 

The HP 7978A uses a dc erase system which, when ener- 
gized, sets up a constant magnetic flux across the half -inch 
width of the recording tape. Whenever data is recorded t 
the erase head is energized and the magnetic tape is passed 
across it before reaching the data recording head. The erase 
circuit is a simple switched current source with write pro- 
tection features. 

Write compensation is used during the recording of data 
to improve the quality of the recorded flux transitions. This 
compensation improves two undesirable attributes of the 
recorded data; bit shift caused by a low-frequency-response 
head/media system and baseline shift caused by a system 
using a dc erase with a nonsaturating recording format. 

A simple way to understand the main cause of bit shift 
is to think of the output of the recording system as a sum- 
mation of the responses caused by each flux transition. 
Each transition produces an output pulse from the recovery 
head with a pulse width that is a significant portion of the 
nominal bit spacing [see Fig. 3). Furthermore, because of 
the shape of the recording head flux distribution and the 
media motion, the pulse is not symmetrical. As can be seen 
in Fig. 3, when two adjacent pulses are summed, the loca- 
tions of their peaks are pushed apart. Since the digita] 
information Ls stored in the location of each peak (he., each 
digital transition), compensation that decreases bit shift 
yields a low recovery error rate and simplifies the recovery 
problem. The HP 7978 A *s write compensation scheme re- 
duces bit shift by effectively narrowing the isolated pulse 
response so that the summation of two adjacent pulses 
does not push their peaks apart. This is accomplished by 
including a small opposing current transition following 
each data transition, This accelerates the decay of the 
waveforms shown in Fig, 3, effectively narrowing the 
pulses, This technique, which is commonly used in half- 
inch magnetic tape recording, has been described in detail 
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Fig. 2. Simple schematic of current driver for magnetic re- 
cording head 

in articles and texts on magnetic recording. 4 ■* The same 
circuitry also aids data recovery bv improving the baseline 
shift caused by the dc erase current. This improvement is 
made by driving the write driver with more current when 
it is recording a flux transition. This current is of the oppo- 
site polarity to the current generating the erase state flux. 

Data Protection 

The recording and erase circuitry for a mass storage de- 
vice must provide protection against accidental destruction 
of data. This is true for any storage device and even more 
true if the device is a backup device such as the HP 7978 A. 
The ANSI standards for half-inch data formats provide for 
a plastic ring which fits into the back of each tape reeL If 
this ring is removed, the tape is write protected. When a 
tape reel is loaded on the HP 7978A, an optical sensor 
measures whether this write enable ring is installed. This 
information is reported to the master controller and on a 
direct line to the analog write circuitry. If the write enable 
ring is not installed on the tape reel, then the record and 
erase circuits are disabled by hardware. The analog write 
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Fig. 3. Bit shift can occur when two adjacent signal pulses 
of opposite polarity are recorded. The locations of their peaks 

tend to be pushed apart on the tape 

circuit also reports to the master controller the staff nl this 
write enable signal. Therefore, the wrile-protect condition 
is signaled to the master controller by two different pieces 
of hardware and the write/erase functions are disabled by 
circuitry in the write/erase system. 

Another condition thai must be prevented is an acriden- 
IriJ destruction of recorded dala during r i power-fail condi- 
tion. The HP 7978 A provides this protection by-mon Muring 
the out pel ol a signal generated from the primary switching 
voltage on the system power supply hoard, When this signal 
falls below a specified level, the write/erase system is held 
in ,i special power-fail write-protect mode. 

The final data protection scheme is a self-check used 
by the master controller to verify that the erase and write 
enable control signals are functioning properly. This allows 
the master controller to detect faulty write or erase 
hardware. 

Working together, these write protect systems ensure thai 
valuable backup data is never lost through a system mal- 
function or during system power failure. 



convert the flux transitions recorded on the tape to digital 
transitions. This conversion must be accomplished without 
altering the transition spacing by more than }% relative to 
the nominal transition spacing of the dala rate. 

As shown in Fig, 4. the read recovery system is a standard 
recovery scheme which uses a preamplifier, low-pass filter, 
active differentiator, and zero-crossing detector to convert 
the magnetic flux transitions to logic-level signals. These 
circuits, working together with an amplitude threshold de- 
tector, provide a recovery system that is capable of detect- 
ing dropouts a . ips. automatic adjustment of system 
gain level, and recovery with a 33-dB sign al-lu-noise ratio. 
which adds less than 1% phase error. 

The system p ream p. which for noise reasons is mounted 
close to the magnetic recovery head, provides a gain of 40 
dB with a 5-dB bandwidth of about 10 MHz. After it is 
amplified by the praam p, the data signal is amplified 
further in an adjustable gain control stage which is i up able 
of providing a gain from to 9 V/V, The gain control stage 
drives a passive fourth-order, linear-phase low-pass filter 
which has a 1-dB bandwidth of about 400 kHz. After this 
[joint, the signal is processed by the differentiator stage. 
The differentiator converts the amplitude peaks to zero 
crossings by passing the signal through a bandpass filter 
function that has a peak amplitude response around 500 
kHz [1,5 x the maximum data frequency) and then rolls 
off at a rate of - 00 dB decade. The signal is then input to 
the zero-crossing voltage comparator and converted to a 
TTL- level signal- The TTL signal is processed by the 
amplitude threshold circuits to determine if a logic transi- 
tion is valid data and then sent to the clock recovery phase- 
locked loop td be processed further. 
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Analog Read Electronics 

The purpose of the analog read recovery system is to 
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Digital Formatting and Control Electronics 
for Half-Inch Tape Data Storage 



by Jimmy L Shafer 



READ RECOVERY and read/write formatting of the 
nJn&4rack data in the HP 79 78 A Magnetic Tape 
Subsystem are fairly complex tasks. Made u p of four 
major assemblies, the digital Formatting and control elec- 
tronics handles read formatting, write formatting, data de- 
skewing, clock recovery, and on-bnard diagnostics. The 
system is designed to support both GCR (group coded re- 
cording) and PE (phase encoding) formats in a transparent 
manner. To minimize board space and reduce cost, the 
functions are heavily integrated. 

Read Formatter 

The read formatter in the HP 7978A must read and de- 
code data, correct errors, and detect problems in the re- 
trieved and cor reeled data. The read formatter design (Fig, 
1 1 centers around two LSI parts. The Read IC Is a custom 
LSI chip that contains I he data path portion of the design. 
A semienstom LSI chip is used to implement the read for- 
matter controller for the data path- Together, the two inte- 
grated circuits perform the task of formatting the read data, 
which includes error correction and detection, 

The Read IC is largely composed of a register-to-register 
data path that is controlled by the read formatter controller. 
The Read IC makes use of synchronous logic design rind 
is required to run at a slower clock rate than would other- 
wise be possible with TTL design. The result is that the 
Road IC contains pipelining to allow parallel calculations 
while the data propagates along I ho path. In this way, an 
MOS design structure is maintained. The cost of pipelining 
in LSI is i^latively cheap } tJiei^y justifying the trade-offs. 
GCR Format Architecture. The overall block diagram for 
the Read IC appears in Fig, 2. This block diagram includes 
the circuitry used for all three data formats. Some portions 
of this circuitry are used less extensively fnr particular 
lormals, The data path consists of a 5-to-4-bit converter, 
mark detection circuitry, error detection circuitry, error 
correction circuitry, track-in-error accumulator, and error 
correction verification. The chip architecture is based 



primarily on the requirements of the GCR data format. ANSI 
Standard X 3.54-1976 gives the details of this format, 1 but 
the following brief overview should be enough to under- 
stand the read formatter. 

The GCR format is designed to add sufficient data redun- 
dancy so that errors in up to two tracks of recorded data 
can be corrected. To make this possible, the data is divided 
into seven -character blocks. An eighth character must be 
added to complete a data group. This character is supplied 
by the error correction character [ECC.] 1 The ECC is formed 
by using the preceding seven data characters as input to a 
polynomial generator. Each data group is divided into two 
four-character subgroups (see Table 1). 

Each subgroup of four characters (including the parity 
bits] is now expanded to a storage subgroup of five charac- 
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ters- This is done by taking four bits, one from the same 
bit position of eat:h < haracter. riiitl translating them to .J 
5-bit code as defined by the ANSI standard. [See Table II 
for conversion definition,] When reading, these 5- hit stor- 
age subgroups must be decoded back into the 4-btt data 
subgroups. This is handled by the 5-to-4-bit converter 
within I he Read IC. 

Data reliability has already b&m enhanced three ways. 
First, the extra hits added to the data groups increase the 
Hamming distance* between data bytes, making it less 
likely to read one byte as another. These bits are actually 
added to ensure that no more lhan two zeros occur in a 
row. making self-clocking possible with NRZI [nonreturn 

pinner q= symbol places in wfticn two wends of Ihs same fer.glh eflftftf Irpm one 
■ Also called :he Hamming metric 
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to zero, inverted) encoding. Second, a parity bit is included 
to identify characters with single-bit errors. Finally. I he 
ECC contains redundant information about the data in I he 
group, making it possible to determine which bits, if any. 
are in error. The read electronics also provides I rack i li- 
enor signals for any track With low output or excessive 
phase delay, thus increasing the correction capability. 

As an extra margin of safety, the CCR format is designed 
to ensure that any data bit changed as the result of an error 
correction is one that really should have been changed. 
The format uses two overall cyclic redundancy checks [CKC 
and Auxiliary CKC) as verifications for data integrity. The 
checks are meant to indicate the occurrence of errors, but 
limy have no capability to coned them. Two GRCs are used 
so that one will identify any errors that the other is incap- 
able of detecting. CRCs (like the ECC) are generated by 
modulo 2 polynomial arithmetic. This arithmetic is per- 
formed by the read formatter and the results are compared 
to the CRC and ACRC supplied with the data, thereby ver- 
ifying both good and corrected dala 

The CRC is used in its own group, known as the CRC 
group- The CRC group also contains a character called the 
residual character. This character is two counts (modulo 
\YA and modulo 7] of the number of characters in the lull 
data block. The modulo 7 count indicates how many valid 
data characters will appear in another group called the 
residual group, and the modulo 32 count is used to deter- 
mine whether an odd or even number of characters exist 
in thr Mix k. 

The residual group (see Fig, 3] contains other Information 
of interest- It contains any extra data characters when there 
are not seven characters left to make a group. Thus the 
residual group will contain at most six valid data characters 
for the entire record. Pad characters are added as required 
to ensure that six characters in the residual group are filled. 
The seventh character is the ACRC. This group is treated 
as any other. An ECC is generated and the 8-character group 
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Fig. 2. Stock diagram of custom LSI Read IC used in the read formatter. 
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is translated to a tO-character storage group. 

The CRC and ACRC are arranged in the architecture so 
that the CRC generator can include the ACRC as an input 
to its polynomial. The CRC also makes use of whatever 
pad characters are inserted into the data blocks while the 
ACRC does not. However, both the ACRC and the CRC are 

i h of these blocks has 
an ECC generated and appended at the end. The blocks are 
then translated into two Fj-character storage subgroups as 
illustrated by Tahles I and II. 

The blocks described so far have explained the genera- 
tion of data groups, the CRC group, and the residual group. 
All that remains In any data record are the control marks. 
Control marks include the preamble, the postamble* the 
resync fields, and the end mark. Referring to Fig. 3 t the 
preamble Is used to announce the arrival of a data block 
under the read head, It identifies the beginning of the record 
with the TERM and SECOND marks. It provides 14 sync 
subgroups to allow the read electronics to sync with the 
data. A MARK1 indicates the arrival of data. Next, a set of 
156 data groups is written on the tape. This set is followed 
by a resync burst to allow the read electronic s 1 relocate 
its position, A resync burst consists of a MARK2. two SYNCs 
and a MARK1. This sequence of 156 data groups followed 
by a resync burst continues until all data (except for 
residual amount of data less than seven characters) is writ- 
ten to the tape, Now an end mark is written. Following the 
resi dual group and the CRC group, a postamble is written. 
The postainble is a mirror copy q| the preamble except thai 
the last character ensures that the tape will be left in the 
un fluxed state. The postamble signals that the end of the 
block has occurred hi id can be used as a preamble if the 
tape is read backwards. 
Additional control marks can be written outside of a data 



block. These marks serve to identify the start of the tape 
and ind. recording format being used. In the GCR 

format, there is an automatic read amplification bui 
help calibrate the read electronics lo the signal levels on 
the tape, Finally, a tape mark is available for the host com- 
puter to hounds. Interblock gaps appear 
between data blocks or tape marks. 

This discussion leads to the use of the mark detect func- 
tion indicated on the Read IC block diagram (Fig, 2). This 
block contains nine decoder PLAs (programmable logic 
arrays), The Read IC decodes the control marks with each 
clock and the read formatting controller decides which 
ones are valid. These marks become internally generated 
stimuli that are used in the read formatting controller for 
decision making and timing of control Functions, 
PE Format Architecture. The Read IC can read data in the 
phase encoding format at 1600 characters per inch. 2 Refer- 
ring to the data path block diagram (Fig. 2] T the PE data 
path uses the GCR data path with certain areas used less 
extensively Transition information from the read head is 
encoded to include a phase and data window for each byte, 
according to ANSI Stan. da nJ X 3. 39- 1973. The PE format 
has no imbedded control marks or any redundancy codes, 
The data block consists of a preamble, the da la. and a 
postamble. The only additional marks are a format identifi- 
cation at the beginning of the tape and tape marks included 
at the host computer's option. 

PE guarantees that a transition occurs in every data win- 
dow. Each phase wi n dnv\ [Wei restoring may haveacltx k 
transition, depending upon the data to be written and the 
pirn i'njs state of the tape 

Read Interfacing, As shown in Fig. 1, the Interface lor the 
read formatter is made up of three functions. The first is 
1 1 if interface to the master controller Che read formatter 
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Fig* 4* Block diagram of write formatter subsystem. 

accepts information from the Blaster controller thai indi- 
cates the density of recording and the mode of operation. 
A status word indicating the success of the read operation 
is accessible via this interface to the master controller. Fi- 
nally, the master controller cars access the byte count to 
determine the number of bytes passed through the read 
formatter. 

The data buffer interface allows the read formatter to 
pass the corrected and formatted bytes to the data buffer. 
A full handshake occurs between the two functions to en- 
sure data integrity. The data is in the form of an 8-bit byte 
with a parity bit, 

The last function is the data detect and deskew interface. 
This fund ion deskews the data before sending it to the 
read formatter. In addition to the nine data tracks, nine 
track-in-error pointers are generated by the deskew function 
and provided to the read formatter through this interface. 

Write Formatter 

The format recorded on the tape by the HP 7978A is 
selected by the host, For OCR, the write formatter must 
encode the datp into GCR storage groups, which include 
the error correction character ECC. Also, control groups 
must be inserted into the data stream properly to meet the 
specifications according to ANSI. PE data also requires 
control groups, but not the error correction information. 
To allow read verification, the cyclic redundancy checks 
must lie calculated and inserted into the data stream. In 
addition to these, other bursts required bv the supported 
formats must be generated by the write formatter. These 



include tape marks, density IDs. and automatic read 
amplification bursts, 

Two LSI parts make up I he hearl of the write formatter 
design (Pig. 41. The Write JC is a custom CMOS LSI chip, 
which makes up the data path of the write formatter; The 
other LSI chip, a seniicustorn design, forms the write con- 
frnJler. Some TTL circuitry, including a FIFO (first- in. first- 
out | buffer, makes up the remainder of the system. 

I sing the registeMo-register pipelining scheme previ- 
ously mentioned for the Read IC, the Write \C forms the 
data path portion of the design. Like the read formatter, it 
is synchronous and controlled externally by its controller, 
the write controller. The Write 1C is implemented using 
HP's NMOS-CP process and replaces approximately 90 SSI/ 
MSI/LSI parts, thereby reducing cost and enhancing relia- 
bility. As shown in the block diagram (Fig, 5), the circuit 
consists of a parity checker, a 7 -byte-deep shift register, 
polynomial generators forCKC. ACKCand ECC characters, 
a residual character generator, a 4-tu-n-bit encoder, a con- 
trol mark generator, a phase/flux encoder, and 1 multiplexers 
fur controlling the Row of data across the chip* 
Write Interfacing, Referring to Fig, 4 t the interface for the 
write formatter is made up of three functions. The master 
controller indicates to I he write formatter the mode of op- 
eration and the density of recording across a command 
interface. Also, the master controller issues to the write 
formatter the type of block that needs to be form at I ed . These 
include data, tape mark, or some other control burst. The 
status of the write operation cao be read by the master 
con! roller across the status interface. 

Next is the data buffer interface. Eight-bit bytes of data 
are sent across this interface with a parity bit. An end-of- 
data (EOD) bit accompanies the last byte, A full handshake 
takes plate between these two suhsy stems to guarantee 
data integrity. 

Finally, the write formatter interfaces to the write elec- 
Ironics. This is accomplished using a FEFO buffer. The 
purpose of the FIFO buffer Is to create a synchronization 
boundary between two asynchronous systems. Data leaves 
the write formatter system in nine-track form. 

Data Detect and Deskew 

Before the read formatter can attempt to read the data, 
the data bits must be realigned across the nine tracks. Mis- 
alignment of the bite is I ansed by mechanical variances 
(such as head skew) and electrical propagation delays. The 
job of realigning the nine-bit bytes is done by the data 
delect and deskew [Dill)} circuitry. In addition to realigning 
the data in the nine tracks, this circuitry must also identify 
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Fig. 5. Block diagram of custom LSI Write IC used in the write formatter. 
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the type of burst under the head and report this information 
to the master controller This allows the master controller 
to manage the read write operations appro priatelv. 

In Fig. 6, I he block detection portion of the architecture 
be seen. Track activity recognition is fed to the m 
block detect to allow a tally io be done for block dete 
purposes. Block type information is relayed ro the master 
controller. In addition, gap information is sen! In the read 
formatter and to the servo controller, 

The job of recognizing track activity Is performed within 
each of the slave deskew subassemblies. The slave deskew 
subassemblies are implemented using semicustom LSI 
chips called USMs [universal synchronous machines: see 
box. page 13). There are two tracks of slave deskew in each 
40-pin USM. requiring that five of these chips be used. 

The nine slave deskew subassemblies send their Inn k 
tv Information toasingle USM called the master block 
detect. Here, a tally of this information is u.sed to determine 
the type of block currently under the head. These include 
data blocks* automatic read amplification bursts (in GCKj. 
tape marks, and density IDs. Upon encountering a new 
block type under the head, the ODD circuitry interrupts 
the master controller and makes this information available 
to il- In addition, the master block detect USM acts as an 
interface to the master controller. Abidirec tinnal read/write 
port allows handling of commands and status. Information 
Irom the master controller is relayed to the remainder of 
the DDD circuitry by the master block-detect USM. 

In addition to detecting track activity, the slave deskew 
USMs must also detect control marks for deskewing the 
data. This requires that each track identify sync marks 
within the data stream and report this information fn the 
master deskew USM. Each slave deskew USM has control 
■vim JU individual FIFO buffer, These 64 x 4-bit buffers 
allow deskewing across the nnm data tracks and create H 
synchronization boundary between Ebei tot k iv, ,, very sub- 
system and the DDU circuitry. 

To ensure that the maximum allowable skew of 2b bits 
il ex< eeded, the master deskew USM checks the skew 
and can force the release of the FIFO buffers as necessary 
A majority vote is taken by the master deskew USM to 
determine whm enough of the tracks have been deskewed 
to recover the data. In all cases, tlie masin deskew USM 



will wait as long as possible to allow all nine tracks to be 
deskewed. 

Error pointers are generated within the deskew portion 
of the DDD circuitry. These track-in -error pointers accom- 
panying each track are an accumulation of the lock-detect 
information provided by the clock recovery' subassembly 
and the internally generated error information of the DDD 
circuitry. Tracks that cannot be d and "dead 

tracks" fall in the second categ 

As shown in Fig. B, the DDD subassembly Intra 
the master controller, the cfcick recovery circuit, and the 
read formatter. Data into this subassembly is from the clock 
recovery circuitry in the form of nine tracks of data accom- 
panied by individually re ej indication of 
integrity from the clock recovery circuitry in the form 
of a lock -detect signal also accompanies each data track. 

Deskewed data leaves the subassembly and is sent to the 
read formatter with error pointers indicating bad tracks. 
The data is strobed to the read formatter in 9-bil bytes and 
Jl handshake is done between the two systems. 

The master controller has access to information about 
what type of block is currently under the head, as well as 
information about the success of the deskew operation 
Blocks are verified by the data deled and deskew circuitry, 
both when they are written and when they are read. 

Clock Recovery 

The clock recovery board contains nine channels, each 
made up of a phase-locked loop and a discriminator |Fig. 
7). The phase-locked loop reconstructs a data clock that is 
used to clock the data into the DDD circuitry. Detection 
pf phase lock and loop control are performed by the dis- 
criminator. 

The phase-locked loop for each channel is made up ul 
the phase detector, filter, bias network, rind VGO as shown 
in the block diagram. Each loop feeds bat k the data clock 
signal DCLK to the phase detector where it is compared 
with the incoming data and correction is applied let the 
VC :w The amount ol correction is determined by the phase 
detectO] The tiller inlegrates the correction signal and fil- 
ters out high-frequency phenomena such as hit shift, asym- 
metry, and noise. The resulting error voltage is filtered and 
applied to the YCO. 
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Fig. 7. Typical channel of the clock recovery subsystem with common control circuits. 



The discriminator is a state machine that creates two 
signals. The lock detect signal LD is sent to Ihe data detect 
and deskew section of the formatter board. This signal in- 
dicates when the probability is high that the toop has ac- 
quired the data and is locked. 

CLAMP is the second signal created by the discriminator, 
It is used to select between data entering the phase-locked 
loop or the write clock. The write clock is the data rate 
clock created on the write subsystem for writing data to 
tape, The ability to switch between the two is used to force 
the loop to maintain lock to a frequency that is very close 
to the actual data frequency. If CLAMP is true, forcing the 
loop to lock to the w T rite clock, and data is encountered, 
the discriminator sets CLAMP low h allowing the loop to 
acquire real data. Whenever an extensive dropout occurs 
(128 windows without data) the discriminator sets CLAMP 
high t forcing acquisition to the write clock. 

Control signals from the master controller determine the 
environment in which the phase-locked loop is expected 
to function. When the density of recording is changed from 
GCR to VE, the loop switches its divide-by-N circuitry by 
a factor of three to allow recovery at PE densities. 



Diagnostics 

Diagnostics have been built into the read electronics to 
allow self-test capability. Two modes of this self- test can 
be selected by the master controller. One mode loops data 
from the data buffer through the write formatter, data detect 
and deskew circuitry, and read formatter back to the data 
buffer. This mode checks the formal I er suhsysiern. Errors 
can be injected by allowing the master controller to select 
various I racks lo be "killed.' 1 In this way the error correction 
capability of the read formatter can be checked. 

Second, the data can be looped In a similar fashion with 
the addition of the clock recovery subassembly. This checks 
the clock recovery circuit's ability to acquire the data and 
maintain lock. In addition, the inherent delays associated 
with the electronics force the data detect and deskew sub- 
system to perform synchronization and deskewing. 
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Streaming Tape Drive Hardware Design 

by John W. Dong, David J. Van Maren. and Robert D. Emmerich 



AS A STREAMING TAPE DRIVE, the HP 7970A Mag~ 
netic Tape Subsystem requires much simpler 
chanical and electrical hardware then a $* 
stop drive with a capstan motor. The main items that are 
simplified are the tape path hardware and the servo elec- 
tronics. Fig. 1 shows a block diagram of the HP 7978 A A 
start slop capstan drive would require another motor as 
well as an extra tape buffering device. Capstan motors and 
tape buffering devices are fairly expensive. Eliminating 
these items reduces the factory cost substantial! y. 

The HP 7978 A uses two controllers to run the drive, a 
master controller and a servo controller. Based on a 68000 
microprocessor, the master controller controls the data path 
electronics, the HP-IB (IEEE 488] interface, the front-panel 
display and keyboard, and the servo controller. The servo 
controller, which uses an 8051 microprocessor, controls 
the tape movement servo system and corresponding 
mechanical hardware. 

Performing the same function on both drives, the data 
path electronics for a start/stop drive are very similar to 
electronics for a streaming drive. The data path elec- 
tron it: s are much more complex in a drive that uses the 
group coded recording [GCR] method of formatting data 
In previous tape drives, this method of formatting data was 
implemented in TTL circuitry. The HP 7978A tape drive 
uses LSI components to redui e the data path electronics 
parts count from thousands to hundreds, resulting in a 
great increase in reliability and a large reduction in cost 
(see box on page 13). 



Tape Path 

The HI \ie path has several major compos* 

the main casting, the head plate assembly, the buffer assem- 
rhe speed sensor, the supply hub and motor, and tbe 
md motor. The latter five components are 
mounted oo the main casting as shown in Fig. 2. 

These components serve two major functions. The first 
is to guide the magnetic tape past the head in a predictable 
manner, compatible with the standard written tape formats 
used by the HP 7978A. These include the usual trai king 
and constant-speed constraints. Nine-track tape drives also 
have the additional constraint of writing the nine parallel 
bits of a single byte within a pven distance along the tape. 
The distance is specified by the established tape format for 
compatibility. This is the skew requirement, which for the 
1600 PE (phase encoding) format is 625 microinches over 
the width of the half-inch tape. 

The HP 7978 A tape path is designed to minimize skew 
caused by the variations in the positions of various compo- 
nents. These effects were modeled by treating the tape as 
a cantilever beam with four supports. These supports are 
the buffer and speed rollers and the two fixed guides on 
the head plate assembly. The model worked well in predict- 
ing I lie effects of component variances on skew, and was 
used in determining the final positions and allowable toler- 
ances of the various tape path components, 

The second major function of the tape path components 
is to move the tape gently and without damage from one 
reel to the other. This is facilitated by minimizing the 




Fig, 1. Block dtagram of HP 
7978A Magnetic Tape Subsys- 
tem This hatf-inch tape drive is 
based on a streaming tape design 
as opposed to the more common 
start ^top tape drive designs 
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number uf components touching the tape. Only seven items 
> : c 1 1 a i .: 1 1 1 tht 1 tape between rpefe, Only three oj them i ontad 
l lie cixi tie side of the tape, which is the side where the (lata 
is wrillen, 

The rollers are set at Jess than ten minutes of arc from 
perpendicular to minimize edge stresses on the tape. High 
edge stresses are one of the major causes of tape damage 
and subsequent loss ol data. The spring washers on the 
fixed guides, which help guide the tape, exert a very low 
edge pressure on the tape t gently persuading the tape to 
move up against a known reference edge to minimize off- 
track errors- The tape cleaner has five ceramic blades, each 
flat on top. The resulting ten edges, two per blade* remove 
loose oxide and other debris as the tape passes over them. 
These blades exert a low contact pressure on the tape com- 
pared to other tape cleaner designs using sapphire or 
tungsten carbide blades, which exert a very high e< mtaet 
pressure on the tape, 

These low edge and contact pressures are easy on the 
tape, but they are also easy on the components themselves, 
The components of the tape path are designed to achieve 
an 800u-hour tape running life. Wilh the exception of the 
main casting, these components are modular. Since they 
are precisely set at the factory, none of the components 
require any adjustments when they are replaced by sen -ice 
personnel in the field. In comparison, most other half-inch 
tape drives require the use of specially wrillen lapes and/or 
special height adjustment tools to replace some of I heir 
major tape path components. 

One of the major components that requires no adjustment 
is the head plate assembly. The two fixed guides, the tape 
cleaner, and the magnetic head are mounted together on 
this assembly- To obtain the modular, no-adjustment fea- 
ture, the magnetic write gaps must be aligned to one half 
minute of arc. This is done by mounting the head on an 
adjustable tongue integral to the head plale as shown in 
Fig. 3, A differential screw with a pitch of 288 threads per 
inch provides the fine media meal adjustment necessary. 
The head is mounted on the tongue so that the write and 
read gaps are centered above the tongue's pivot point. This 
is done so that the off- track error caused by the skew adjust- 
ment is negligible. The full travel of the skew adjustment 
causes an off- track error of only 60 mien a riches. 
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Fig, 2, Mam casting assembly and location of tape-path com- 
ponents for the HP 7978A 



The magnetic head is ceramic coated to meet the 8000- 
hour design life. Hie fixed guide washers are made of 
alumina ceramic, as is the tape cleaner. This very hard 
material resists the abrasive action of the tape very well 
and enables these parts to meet the design life- 

The 8000-hour design life also applies to the buffer as- 
sembly. The tape is very abrasive on its edges where if is 
sJil lo size. Therefore, the roller flanges are chrome plated 
to reduce wear, In tape drives, one of the major causes of 
bearing failure is lubricant washout caused by the liberal 
use of tape-drive cleaning solutions. The rollers on the buffer 
assembly use shielded bearings and plastic caps to prevent 
cleaning solutions from washing oul their lubrication. 

The buffer assembly is an important part of the tape servo 
system. It maintains the tape tension and helps buffer the 
servo from any major tape movement to which the tape 
servo can't respond. Therefore, the servo requirements 
played a major role in the design of the buffer assembly. 
The amount of tape buffering was increased several limes 
and the effective mass of I he tension arm was reduced to 
enable the tape servo to function well. 

The buffer assembly uses a differential optical sensor, 
which uses a slotted mask over two photolransistors. The 
optical sensor m'ves absolute position feedback to the tape 
servo telling the location of the buffer assembly arm. 

The tape servo also influenced I he speed sensor design. 
The speed roller diameter was optimized to minimize the 
effective inertia on the tape. This also helps reduce the 
chance of I he tape's slipping on the roller during high tape 
accelerations. The roller is grooved to prevent tape slippage 
by allowing air to escape from behveen the tape and the 
roller. The sensor itself is an HP one-thousand-line optical 
encoder. The roller is made of hard-anodized aluminum 
and is designed to last B000 hours. 

During development of the HP 797ttA, a very interesting 
tape vibration problem occurred. It was a high-pitched 
squeaking sound, which occurred while the tape was run- 
ning. The sound could be turned off by pushing the lower 
fixed-guide spring washer away from the tape, The tape 
nind the washer were acting as a spring mass system. If the 
spring-mass-system resonant frequency was close enough 
to the longitudinal resonant frequency of the tape, a squeak 
would result. The longitudinal resonant frequency of the 
tape is determined by the length of tape between the rollers 
on the buffer arm and the speed sensor. 

Once this was understood, the problem was solved by 
changing the two resonant frequencies so that they were 
farther apart and wouldn't couple into each other. Chang- 
ing the longitudinal resonant frequency by changing the 
distance between the rollers was undesirable in terms ni 
design time, skew^, and the need to minimize the solution's 
impact on the other components, The mass of the w r asher 
was therefore increased, reducing the spring mass resonnul 
frequency substantially below the longitudinal resonant 
frequency of the tape span. 

Servo 

The HP 7978A*s servo system is responsible for all tape 
[ land ling and motion control across the read write heads. 
A major design criterion was to provide this motion control 
at a constant tape velocity with minimum speed or tension 
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perturbation error, Since the servo system is a major elec- 
trical -to-mechanical Interface, another focal point in the 
development effort was to provide high reliability and re- 
duced service costs, HP's earlier ha If -inch tape drives (the 
HP 7970 and HP 7676) had start stop servos. This means 
that they stopped between ssing records on the tape. 

All ' -rating and decelerating had to take place 

within the gaps between records on the tape. Since gaps 
can get as small as 0.28 inch [0.71 cm]* the tape had to be 
accelerated very quickly. The reel motors could not provide 
enough acceleration, so a capstan motor was used. It had 
to be isolated from the large inertias of the reels to accelerate 
so quickly. This isolation was provided by large buffer 
arms or vacuum columns, They allowed the tape over the 
head to be accelerated quickly by the capstan motor, while 
the reels followed a slower acceleration profile. 

The HP 797HA, on the other hand, is a streaming tape 
drive. That is, it is capable only of much lower accelerations 
and therefore tries to avoid stopping. The reduced acceler- 
ation requirements allow the servo to be greatly simplified. 
In the HP 7978 A. the reel motors provide the necessary 
acceleration, so an inexpensive position encoder has virtu- 
ally replaced the capstan motor and its drive electro 
One of the buffer arms has been eliminated also, This 
simplification contributes greatly to the reliability and re- 
duced costs of the HP 7978A. Since starting and stopping 
are minimized, the acceleration duty cycle is greatly re- 
duced. This reduces stress and strain on the tape, mechan- 
ics, and electronics, which contributes lo improved relia- 
bility and reduced service costs. 

Servo Design 

The tape handling system is made up ol two servo sys- 
tems: the velocity servo and the tension servo. Regardless 
of the specific tape motion operation, the velocity servo 
maintains the required steady-state tape speed to within a 
±1.5% tolerance and the tension servo simultaneously 
maintains an absolute tape tension of 10 ox ±2.6 o%. $ 

in isolation is stressed in the design by having the 
vokn iiy servo < onlrol only the take-up reel, and the tension 

i control only the supply reel. Hence, the two servos 
are physically connei ted only by the tape. 

A good way to understand how these two servo systems 
work together is to view the velocity servo as the master 
servo and the tension servo as its slave. For example, the 
master velocity servo is fed a velocity profile input to fol- 
low, which will accelerate the tape up to a specific speed 
and then maintain this speed thereafter. While the master 
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servo is following its new velocity profile input, the tension 
servo, which knows nothing of tape speed profiles, sees a 
perturbation error in its own control system — a tension 
error. The slave tension servo then attempts to reduce this 
tension error, and in so doing, it effectively forces the tape 
speed of the supply reel, which it controls, to match exactly 
the tape speed of the take-up reel, which the master servo 
controls, 

The velocity servo is a Type I control system which uses 
integral*pl us-proportional coolrol action, ft is primarily a 
digitally controlled servo system implemented using a dig- 
position encoder, an 8051 microprocessor, a digital-to- 
analog converter (DAC), a motor drive amplifier, and the 
take-up reel motor (see Fig, 4). The position encoder incre- 
ments or decrements a counter in response to tape mo 
The counter is read by the processor at precise, fixed time 
intervals to determine the speed. The processor performs 
the iii control calculations and outputs a voltage to 

the motor drive board via the DAC. This voltage is amplified 
and applied to the appropriate speed-controlling motor. 
the take-up motor, which then moves the tape onto the 
take-up reel past the speed encoder, thus completing the 
speed control loop. 

The tension servo is also a Type I control system which 
uses series lead compensation as well as feedforward con- 
trol action, It is pr. til analog control system consist- 
ing oi a buffer arm assembl) . a motoi drive amplitH-j-. and 
the supply reel motor (see Fig. 4). The intelligence for this 
servo resides in the buffer assembly, which senses the ac- 
tual buffer arm position using a differential optical sensor 
and provides the appropriate servo lead compensation- The 
output of the buffer assembly is summed with the D-to-A 
converter output of the velocity servo to achieve feedfor- 
ward control action. This result is sent to the motor drive 
board where it is amplified and applied to the butler-arm 
control motor, the supply reel motor. This motor moves 
the buffer arm via the tape on the supply reel, thus complet- 
ing the tension control loop. 

The tension servo is virtually transparent and yet entirely 
subservient to the velocity servo, It is transparent to the 
velocity servo in that it presents a relatively large mechan- 
ical impedance to the velocity servo system* which pro- 
duces little perturbation in the velocity servo's frequency 
1 f.i usb n i i r 1 1 tion response. It is subservient to the velocity 
i in that the controlling input to the tension servo is 
the velocity servo's controlled output, the speed of the tape. 

The HP 797&A servo system was designed using localized 
Eeedback compensation techniques Yhte can be looked 
upon as a decentralized-intelligence system design. The 
velocity servo knows virtually nothing of the tension servo 
and sees it only as a relatively high and virtually nonexis- 
tent mechanical load impedance. The tension servo knows 
nothing of the velocity servo, but merely tries to maintain 
its buffer arm near its set location, regardless of the distur- 
bances existing outside its own control loop. While the 
tension servo is maintaining this buffer arm position, it is 
the spei [ally designed spring mechanism in the buffer arm 
that actually controls the tape tension. The reel motors are 
driven directly by voltage amplifiers, which make direct 
use of the motors' own individual back-EMF properties. 
This yields a useful velocity t»H'dba< k < < unj n-nsji jiim iIj ivr* 
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scheme. 

The HP 7978 A servo system maintains its tension and 
velocity within specification over a great range of different 
conditions. Tape reel sizes and pack radii can vary over a 
large range, but since neither detection of reel sizes nor 
the knowledge of tape pack radii on the reels is needed, 
the design's simplicity is maintained. 

Starting and Stopping 

The simplicity afforded by making the HP 7 978 A a 
streaming tape drive instead of a start/stop drive is not 
without price. Such simple actions as starting and Stopping 
the tape lose their simplicity and become more of a techni- 
cal challenge. 

Stopping and then starting the tape within the distance 
of an interrecord gap is impossible in the HP 7978Abecau.se 
of its slower accelerations. It moves 4.3 inches of tape over 
the head just to bring the tape to a stop. Even though it 
must leave the gap to stop and start, it must be able to 
return to the gap at full speed to resume reading or writing 
where it left off. The HP 7 9 78 A performs this " reposition- 
ing ' using the velocity encoder and its counter as an 
odometer, This same odometer setup is used when a record 
is retried. In I hat case, the HP 7978A needs to return the 
tape to the previous gap so that it can retry reading or 
writing. 



Buffer Board Assembly 




Master Controller Bus 

Fig. 4. Diagram of HP 7973 A servo system. 



One difficulty that emerges is caused by tape stretching. 
The tape tension at the buffer arm is fairly constant over 
its entire range of travel* But when the tape is moving, its 
tension at the velocity encoder changes because of the fric- 
tion of the tape against Ihe head assembly. When the tape 
is moving forward, the fractional drag increases the tension 
at the speed encoder. However, when the tape is moving 
in reverse, the frictional drag decreases the tension at tin- 
encoder. So the tape stretches more and becomes longer 
when I raveling in reverse than when traveling forward. 
This introduces a cumulative error in the encoder-based 
odometer. Thus, when the odouieler says that the correct 
gap is over the head, it is actually a small distance in front 
of ih This makes the preceding block move slightly closer 
to the head each time it is retried. To ensure that the HP 
7978A is in the correct gap, the HP 7978A delects whether 
the preceding block is over the head when I he odometer 
says that the gap should be. If it is, the odometer is updated 
to match the new position of the gap. This zeros out the 
accumulated errors from previous retries. 

Gentle Tape Handling 

The reliability of the data is another important concern 
in the HP 7978A design. The servo is designed to minimize 
the risk of damaging the data on the tape. This is helped 
by a very smooth loading process. When the tape tension 
is being established, the error signal in the speed control 
loop is forced to zero, so that when the loop is activated, the 
tape will not be jerked. The buffer-arm control loop is also 
activated at the point where it will jerk the tape the least. In 
addition, the loading process is somewhat tolerant of incor- 
rectly threaded tapes. Small mistakes in loading the tape 
around the tape path will rarely result in any tape damage. 

In the event something causes the servo to lose control 
[e.g., a hardware failure or loss of power), the servo is shut 
down using passive electrical components that sink energy 
from the motors in such a way as to protect the tape from 
bunching up or stretching. The user is aJso protected from 
injury in the event of a hardware failure. If the door should 
be opened while the motors are still turning (made possible 
only by a hardware failure}, a safety shutdown mechanism 
implemented redundantly in both software and hardware 
forces the motors to stop, 

Diagnostics and Confidence Tests 

Key contributors to the reduced service costs of the HP 
7978 A are the diagnostics and confidence tests. They pro- 
vide very good checking of the mechanism and electronics. 
The digital portion of the servo electronics is able to diag- 
nose its own problems very well. This includes the BQ51 
processor and its system of chips, the state machines and 
I/O electronics, and the DAG and comparators. 

Some of the servo's hardware, however, can only he 
tested with a user's help. Extensive confidence tests were 
therefore implemented. The BOT (beginning-of-tape] and 
EOT [end-of-tape) sensors, which are part of the servo 
hardware set, can be tested by selecting a confidence test 
that displays their status at the front panel. As a reflective 
surface is waved in front of them, the display shows 
whether or not they see the surface. Another test allows 
the speed encoder to be checked by displaying a count that 
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increases as the encoder is rotated clockwise and decreases 
as it is rotated counterclockwise. The user can also test the 
buffer arm by moving it through its range. The front panel 
displays whether it is over or under tension, when it en 
I h nmgh zero, and whether or not its optical sensor is oj 

A failure Is indicated by the numbers in the 
display not uoing through the proper sequence. The motor 
driver also has a confidence test, As the user steps through 
different parts of the test, the motors are moved in 
various ways, exercising the basic * s of the motor 

drive amplifiers. With this test, a failure is indicated if the 
motors do not move properly. 
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Firmware for a Streaming Tape Drive 

by David W. Ruska, Virgil K. Russon, Bradfred W. Gulp, Alan J, Richards, and John A. Rut 



THE MASTER CONTROLLER FIRMWARE of Ihe HP 
7978A Magnetic Tape Subsystem is responsible for 
the highest level of control. This firmware handles 
Lill mlemctioos with the host system and tin; Operator and 
oversees rhf execution of both the operational and the diag- 
nostic functions of this half-inch tape drive. 

The host system sends commands In the tope drive over 
the Hewlett-Packard Interface Bus (HP-IH. IKKK 488], The 
master controller firmware must receive and execute these 
commands and then respond with the appropriate results. 
In the execution of commands, the firmware will set up 
I fie tape drive's hardware subsystem and then detect either 
successful completion or an error condition, When an error 
occurs, the master controller firmware will process recov- 
ery procedun-v retrying this operation if possible. 

The operator interacts with the HP 7976A through the 
front panel. The mastei i out roller firmware receives the 
requests from the front-panel buttons, executes them, and 
updates the front-panel displays, 

An important responsibility of the firmware Is validating 
1 1 ii fitness ol the tape drives hardware. It a failure is de- 
lei led, the firmware will aid service personnel in the diag- 
nosis of the problem. 

Architecture 

The archil eel ore of the master controlleJ firmware was 
designed using the principle of functional decomposition. 
The firmware contains three main subsystems: the channel 
program, the device program, and the diagnosth program. 
Each oi these programs performs a specific function within 



I he tape drive- These programs use a command/report trans- 
actional communications scheme when interacting with 
each other, This architecture exhibits strong functional 
binding within the subsystems and a minimal amount of 
coup II us between subsystems. 

To facilitate maximum tape drive use. the master control- 
ler firmware supports queued operations, This is oiade 
possible by i oncurrenl execution oi the channel and device 
I 'i ".<>rams along with internal queues for commands and 
reports [Fig, 1 ), Through the use of road aheads when read- 

and "immediate responses" when writing, the tape 
be kept streaming without the need of a complex queuing 
protoi oi with the ho$1 

Channel Program 

The channel program is responsible for processing all 
user interactions with the drive, that is, interface requests 
over the HP- IB from the host and front -pane! requests from 
the operator, These requests generate command sequences 
which <\n- senl to the device program lor execution. 

Streaming tape mechanisms require either a constant 
supply of data from the host or a constant acceptance of 
data by the host to maintain streaming. Otherwise, the 
mei .nanism must perform a tape reposition cycle whenever 
the data stream is interrupted. 

There art* two methods for smoothing data transfers with 
the host to help maintain streaming. Data can be buffered 
either within the host ur within Ihe tape drive. Buffering 
data in the host requires memory resources and the ability 
To (men.' requests to the I/O driver. Buffering data within 
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the tape drive frees the bust ham any special requirements 
to support a streaming drive. This buffering is also more 
advantageous, because it allows the drive to monitor the 
amount of used and unused buffer space. While Writing, 
this capability lets the drive perform write hnldoffs as 
necessary to extend streaming. When reading, the drive's 
data buffer allows the device to perform read aheads, antic- 
ipating the following host read requests. 

Along with the data buffer, the channel program main- 
tains command and report queues within the tape drive to 
monitor the placement of data within the buffer, These 
queues are also used to allow file marks and motion com- 
mands to be queued to the device by the channel program. 
Buffering and command queuing are transparent to the host 
system. 

To allow data records to be queued in the buffer during 
writes, a new feature was added to the interface protocol, 
This feature is called "immediate response." Data sent from 
the host is stored in the drives buHW and a command is 
placed in the command queue. An immediate report is sent 
to the host indicating that the data has been accepted. Tfce 
host is then free to gather and send more data to the drive. 

Data sent to the host system that was read off the tape 
is also stored in the drive's data buffer. Upon completing 
a requested read command from the hust. the HP 7978A 
continues reading additional data records into the data 
buffer. This read-ahead operation continues until the data 
buffer becomes filled, the end of the tape is reached , or an 
error condition is encountered. In parallel with this read- 
ahead operation, the HP 7978A can continue to accept read 
commands from the host and fulfill them immediately with 
data records already stored in the buffer. Only w r hen the 
host lags the tape drive to the point where the data buffer 
becomes full will the drive need to perform a reposition 
cycle. 

The HP-IB interface protocol is a modification of the 
protocol used with the earlier HP 7976A tape drive. The 
HP 7G76A allows command queuing of two read or two 
write operations. This allows an overlap of transfers he» 
tween the host and the HP 7976A"s buffer, and between 
the buffer and the tape. This queuoing has to be performed 
explicitly by the host. To use this feature usually implies 
rewriting applications programs, The HP 79 78 A does no! 
support queuing in its protocol. Instead, immediate re- 
sponse and read-ahead functions are used to make the 
streaming tape drive perform like a start/stop drive, 

Device Program 

The functionality of a streaming tape transport mecha- 



nism can be maximized if the transport is allowed to run 
independent of outside timing constraints, and if it can 
implement intelligent algorithms for control under all situ- 
at ions. The device program provides this type of control. 

All control of the tape mechanism and read/write elec- 
tronics during normal operation is performed by the device 
program. As requests are received from the host or operator 
interface, they are placed into the queues by the channel 
program for the device program to act upon. The device 
program executes each of the commands, formats and re- 
turns a report to the channel program, and then goes on to 
the next command. The device program processes each 
command completely, including all exceptions, 

A wide variety of recording errors and exceptions can 
occur during the processing of a host transaction. The abil- 
ity to perform the proper recovery horn errors automatically 
without burdening the host with unnecessary information 
and responsibility is built into the intelligent device pro- 
gram. Recording errors caused by such things as (ape imper- 
fections or debris in the tape path are recovered by I he 
execution modules performing automatic ret n is 

Write retries involve repositioning the tape back before 
the record that was recorded with errors, erasing that por- 
tion ot tape, and then skipping the next section of tape to 
attempt the write again. The data for the record is main- 
tained intact in the data buffer until the record has been 
successfully written so thai ihe host does not need to re- 
transmit the information. 

When a record is not read successfully on the first at- 
tempt, read retries are performed by repositioning the tape 
back before the record and reading it again with the read 
signal amplified. Retries lor reads and writes occur until 
\\\i i transaction is successful or a maximum limit occurs, 
resulting in a hard error. 

Different host and streaming tape data rates require that 
there be a decoupling of the two rates if high performance 
is to he maintained, In the HP 79 78 A, the decoupling is 
provided by queuing, data buffering, and a device program 
1 hat runs independently. The channel program runs in sync 
wilh the host, handles the bursting needs of the interface, 
and queues them for the device program t which in turn 
runs in sync with the needs of the tape mechanism. The 
device program's only interaction with the channel pro- 
gram is at the beginning and end of each block of data, 
when it reports on one request and accepts a new one. 

By running the device program hi sync with the tape 
drive, the high-performance features of the HP 7978 A can 
be implemented. Read a heads are performed by the device 
program's independently reading records in anticipation 




Fig. 1. The firmware of the HP 
797 8 A Magnetic Tape Subsystem 
contains three mam modules 
channel program, device pro- 
gram, and diagnostic program 
(not shown) 
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of the host's needs. The only interaction required is for the 
channel program to indicate when conditions are right for 
the host to desire read records. During writes, it is the 
implementation of immediate response that gives the drive 
its high performance. However, when the channel program 
, erating in immediate response mode, a report has al- 
ready been sent to the hosL leaving ti> program 
free to write buffered data in the most convenient way. 
The device program holds off writing the data until a suf- 
ficient amount of data has been placed in the buffer or 
until a moderate timeout period occurs. This write holdoff 
groups write operations together and avoids an appearance 
of thrashing the tape back and forth. 

Diagnostics 

Diagnostics in the HP 797BA are split between the read 
write functional electronics and the servo electronics, A 
68000 microprocessor controls the read write circmirv 
while a parallel 8051 processor controls the servo system. 
The 8051 accepts motion/diagnostic commands from the 
68000 and returns status, 

The 68000-based diagnostics verify the hardware opera- 
tions of the HP-IB, data buffering and manipulation, and 
the read/write circuitry. The 80 51 -based diagnostics verify 
the servo hardware; buffer tension arm, speed encoder, 
motors, and servo control board, 

The goal throughout the HP 7978 As diagnostics is to 
locate n failure to the board level. Once a failure Is located, 
no further attempt is made to uncover any other failures. 
Hv testing from a core of independent hardware outward 
In i he Increasingly dependent hardware, the number of 
failures recorded without specific causes is minimized. 

Approximately 75% of the drive is tested at power-on. 
The remaining 25% of the drive can be tested using the 
diagnostic taj >r through normal operation. Any 

rlrivf failure that is discovered is encoded into the host 

command report status and ihe interna] diagnostic eiroi 

log. 

The HP 7978A has fi2 diagnostic functions. Sixteen of 
these functions are performed during power-on self-test. 
The diagnosth Junctions can be categorized as follows I 2 



utility environment setting functions, 16 servo system 
tests. 15 board-level tests for the read write functional elec- 
tronics. 10 tape exercising functions, and 9 special font - 
tions of the HP 7978A. The utility environment functions 
allow front-panel access to internal drive information and 
set the diagnostic; test environments. 

The servo system and read/ write functional tests are de- 
signed to exercise a board or major subassembly. Examples 
of these tests include injecting signals into a circuit and 
I the outputs, or performing data loopbacks along 
the functional data paths. 

The tape exercising functions allow reading and writing 
data from and to tape. 

The nine special functions are: hosl-to-drive data loop- 
back, remote download diagnostics, local and remote 
firmware update, image dumps of RAM and EEPROXL 
programmatically adjusting the read gain values, monitor- 
lug ihe amount of tape traveling over the read write head, 
and an excessive soft -error rate function. 

Execution of the HP 79 78 A 's diagnostics is quite simple. 
A diagnostic test can be requested from the drives front 
panel or through an HP-IB command from a host computer, 
Most diagnostics can be executed from either interface, 
However, some diagnostic tests require that special condi- 
tions be met before execution and some si in ph. ate not 
available Imm both interfaces. For example, the power-on 
self-test can be accessed remotely through a host or locally 
by an operator. Although the power-on self-test can be 
accessed remotely, the tape drive must be off-line for the 
test to be executed. If the drive is on-line, an error message 
is returned indicating the reason for nonexecution 
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Low-Cost, Highly Reliable Tape Backup for 
Winchester Disc Drives 

Designed for use on smalt to midrange computer systems, 
this new quarter-inch cartridge tape drive packs up to 67 
megabytes onto a single cartridge, 

by John C. Becker, Donald A. DiTommaso, and Sterling J. Mortensen 



AS WINCHESTER DISC DRIVES have dropped in size 
and price, a matching backup peripheral has been 
needed that is also smaller in size and lower in 
price. The HP 9l44A t Fig. 1, meets both of these needs. 
This peripheral can be used with HP disc drives from 5 to 
132 Mbytes. It is supported on the HP M)OU family of com- 
puters, the HP 1000 A-Series. the HP 9OQ0 Series 200 and 
n00 Systems, and the HP 150 Personal Computer. It is also 
available in one box with a Windiest er disc drive as I he 
HP 7946 A, which also gives one-button full disc image 
store and restore. The HP 9 144 A can therefore meet the 
needs of a wide range of computer users. 

"['he HP 9 144 A stores data on removable cartridges It ml 
contain ^- inch- wide magnetic recording tape. The car- 
tridges come in I wo different capacities. The lower-capac- 
ity cartridge has 150 feet of tape with a data capacity of 
16.7 Mbytes, and the higher-capacity cartridge Has 600 feet 
ul I ape with a data capacity of 67 Mbytes. The HP 91 44 A 
has read after write capability, so that data can be rewritten 
automatically if there is an error during the write process. 
There is no time penalty for this read checking. It also has 
error correction capability, so that entire 256-byte frames 
can be replaced. The cartridges can be interchanged with 
the tape drive used in the HP 790tf, 79 1 1 . 7912. and 7014 
[ i in; Disc Drives, 

Although Winchester disc backup is its primary use, the 
MP 9144A also meets several other needs, such as data 
interchange and software distribution. High data inter- 
change reliability from one HP 9144A to another was an 
important design criterion. This allows data exchange from 
one system to another. Software distribution can be a prob- 
lem when the software takes many flexible discs, but with 
a n HP 9 1 44 A T it can M be sent out on a si ngle ta pe cartrid ge. 

With the IIP 9144A, the user i m kick up a 60-Mbyte 
disc in as little as 3D minutes. A 12K-byle buffer in the 
drive and optimized system software minimize waiting for 
data transfers and commands from I he host Operating in 
streaming made, the drive provides up to 2-Mbyte/mmute 
backup performance, depending on host software. 

To protect the user's data and minimize drive failures, 
an electromechanical servo control feature is built into the 
tape drive. This increases both tape and drive motor life 
by providing gentle acceleration and deceleration as the 
drive stops and starts. 

Internal diagnostics provide quick isolation of failure 
and ease of repair. This means that the user will experience 
minimum downtime and lower maintenance costs* A light 



iic llie In ml panel warns if the drive is inoperative and 
[i m panel diagnostics indicate which replaceable unit has 
failed. 

The HP 9144A fills the same space on a desk as an in-bas- 
ket. It can also be packaged in a pod configuration or 
mounted in a standard 19-inch nn.k. 

Disc-Like Format 

User data stored on the HP 01 44 As cartridge \s hi mm I ted 
in lu blocks thai contain 1024 bytes each. Each block con- 
tains a header that tells how many bytes are stored in that 
block, so that partial data blocks can be stored easily. The 
format allows any block to be accessed separately for read- 
ing or writing. Therefore* (he tape can be written 1o <i\u\ 
read from just like a disc. This is a distun I advantage be- 
cause all the operating system commands that can be used 
on discs can also be used on the tape. The tape can have 
a directory just, like the disc. Piles can be stored onto the 
tape and then retrieved through the directory just as if they 
were on a disc. Files can be deleted and new ones added 
anywhere there is free space according to the directory. 
Alternatively a file mark command exists so that the drive 




Fig, 1, The HP 9M4A 'M-lnch Cartridge Tape Drive offers 

convenient, tow-cost backup of 67 megabytes on a single 
cartridge. Read after write capability and exciusive-OR error 
correction provide improved data reliability 
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can be used like Vz-inch tape drives, where different files 
are found by searching for the appropriate tape mark. Dif- 
ferent computer operating utilities will use the cartridge 
tape in one of these two modes depending on whether the 
utilities were originally written to work with discs < 
inch tapes. 

There are 16 tracks on the removable cartridge. The di 
can write or read one track at a time. The* s are 

written in serpentine fashion with the even tracks going 
from left to right and the odd tracks going from right to 
left. At the end of one track the head is just moved up to 
the next track and the motor starts moving the tape in the 
opposite direction. 

The combination of serpentine format and read after 
write capability requires I he magnetic head to have two 
pairs of gaps. One pair has the read gap on the left side of 
the write gap so that read after write can be done when 
the tape is moving from right to lefh The other pair has 
the read gap on the right side of the write gap so that read 
after write can be done when the tape is moving from (eft 
to right. 

Data Integrity 

Providing superior data integrity was a primary goal for 
the HP 9144A, Achieving a low error rate on a cart; 
tape product requires more fault tolerant design than hard 
or flexible magnelio media products. Tape- when moving, 
continuously changes shape as it conforms to the hubs, 
guides, and head. This can create a higher level of internally 
generated contamination. A robust design is required to 
tolerate both particle contamination and other causes oi 
errors such as defects in the tape and externally generated 
contaminants, 

The write and read processes are the two important areas 
ol concern in providing a high level ot &&ta inherit v. The 
HP 9144s write fjioe^SS provides assurance that delta is 
written on Ihe tape correctly and the read process incorpo- 
rates extensive feature! In ensure data recovery. 

Tive levels ol data protection are implemented in the HP 
9144 A (see article, page 39), Starting with the media, ooly 
certified data cartridges are specified for use oo [he HP 
9 144 A. Defects that exist on the tape are bypassed by use 
of ft sparing table, which is generated when the \,i\tr is 
lied. A defective portion of the tape will nn! be used; 
thai block will be replaced by one of a group of extra blocks 
which have been reserved as spare blocks. 

The next step to ensure that data is written correctly is 
tfafi read alter write process. The HP 9 144 A uses a foul 
wide- write, narrow- read magnetic head. All data written 
on the magnetic tope is read immediately after the recording 
pro i ; 

Data retrieval is the nexi level of protection* highly op ; 
timized dala separation and read algorithms are incorpo- 
rah-.] in Ihr HP 9144A. 

Error detection ai orrection provide another level 

of protection, A CRC (cyclic redundancy check) error detec- 
tion process is used on every frame L jnd key. Also, 50% 
data redundancy is recorded to provide error correction, 
A block of 1024 bytes Is completely recoverable if as much as 
any two adjacent 256-byte frajhes are completely destroyed 

The last level nf protection is media monitoring The 



media are monitored by recording the number of passes in 
the user's log on the tape. After a cartridge has exceeded 
a maximum number of either insertions or passes, the write- 
protect light located on the front panel flashes* warning 
the user to back up the data on thai cartridge. 

These protection levels provide a very high confidence 
of correct data recove: 

Reliability 

A significant improvement in reliability was a major goal 
for the HP 9 144 A, The specific objective established to 
meet this goal was to improve the r by a factor of 

ing comparable products. This would be mea- 
sured by both in-house and field failure rates. 

The approach user! lo reach this goal was to take specific 
actions in des ung, and manufacturing, The steps 

taken in the design were derating of compooeots, using a 
higher level of circuit integration, and maintaining a low 
temperature rise within the enclosure. For example, .ill 
components are derated to less than 70% of their specified 
maximum power. A fan is used to limit the internal temper- 
ature rise to less than 5 5 C. The controller uses two custom 
V r LSI chips and two gate arrays to minimize the component 
coont (see article, page 37); 

An extensive test program was implemented, including 
environmental, error rate, compatibility, and si rife te* 
on 70 en ils. Strife [stress and life) testing was designed to 
test beyond specifications to find out what would fail, un- 
hand why, and implement improvements. 

Process control was implemented in production. Coot oil 
charts are used lo monitor critical parameters such as head 
alignment. Production audit tests are used hi verify error 
rate perlbm;9Be& Compatibility and strife testing are 
as tools for I 'intinuously improving the quality of the prod- 
ui.l 

The results ate tfery encouraging. Based upon the latest 
environmental ami strife testing, strife vields have in- 
creased significantly, Building the! IT <U44A in production 
has been extremely smooth* which is indicative of both a 
solid design and a solid production pro* i ■■.- 
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A Design Methodology for Today's Customers 



The HP 9144A Tape Drive was designed by Hewlett-Packard 
engineers to achieve a high level of customer satisfaction To 
do this it was necessary to go beyond the standard approach 
of designing a drive and controller to meet specifications. The 
marketplace challenged us to go beyond the specifications to 
provide ample margins to accommodate real-world variances 
and to provide consistent quaNty and HP reliability. 

Why was such an approach necessary? Let's look at an exam- 
ple. The DC600 Tape Cartridge is a high-technology product 
providing over 1 00 megabytes of unformatted storage capacity 
in a very convenient and low-cosi package. Tape of comparable 
quality, such as Va-in tape, is used mostly in environmentally 
controlled computer rooms and is typically handled by techni- 
cians familiar with high-density computer tape On the other hand, 
the '/i-in tape cartridge reaches "first-time computer users in a 
wide range of environments and applications and is most often 
treated like an audio cassette. Yet. these customers need high 
capacity and reliability and demand ease of use, To meet these 
requirements, the media and drive system of the HP 9144A had 
to achieve four times the track density of state-of-the-art !&4fi 
GCR (group code recording) tape drives. 

Clearly, we had to use an innovative design approach ana 
invent the product from' the ground up with the customer in mind 
We had to design the mechanism, hardware, and software by 
forming interdisciplinary teams that were highly focused on a 
problem area and whose goals were to provide reliability and 
high performance with simple, elegant, and low-cost designs 
These teams felt a high level of ownership of a design area and 
were able to design margin into the product to account for real- 
world variances and to identify all the key variables that would 
affect the long-term performance of the system 

In harsh environments, for example, the cartridge sometimes 
exhibits a sudden burst of high-frequency speed variation that 
typically causes tape drives considerable problems with data 
integrity Our design philosophy challenged us to devefop a third- 
order phase-locked loop that can track this high-frequency vari- 
ation in tape speed. We integrated the loop with the firmware of 
our formatter to provide our customers with smooth streaming 
performance and data integrity 

Another reality of our marketplace is that customers want this 
streaming tape drive performance in spite of the fact that often 
the data is gathered and transferred to the tape drive in se- 
quences of short bursts These short data transfers can wear 
out the cartridge, cause high stresses on the drive motor, and 
typically result in poor throughput. To solve this problem, we 
chose a dnve motor with a superior brush design, then sur- 
rounded it with a control system that very gently accelerates the 
tape, and finally, provided software enhancements to hetp the 
host system achieve full streaming mode performance even for 
short data transfers. 

Our team approach was especially fruitful in combining soft- 
ware with mechanical design, We use software algorithms to 



compensate for hysteresis in the head stepping mechanism and 
even to adjust the placement of data tracks to accommodate 
thermal bending of the cartridge baseplate. 

We also took this methodology outside of HP to our key ven- 
dors, who became pan of cur team, designing margin into their 
components. In the area of the read/write head we worked to- 
gether closely and produced a design that is totally insensitive 
to ±25% off -track alignment We surrounded this with a mecha- 
nism design that minimizes tape wander in the cartridge and a 
read channel preamp that eases the design constraints on the 
head and yet achieves full compatibility with HP's current cartridge 
product line. 

Now that we had a product that was designed from the cus- 
tomer's point of view, with margin to accommodate real-world 
variances, we challenged our team to submit it to a comprehen- 
sive test program that was planned to guarantee the quality, 
reliability, and consistency of every unit we produce. Each de- 
signer was responsible for creating a stand-alone test system 
that woutd verify the funclional performance and margin of the 
design. Software, mechanism, and electronics designers teamed 
up to develop functional tests that prove the consistency of the 
design and demonstrate that all the key variables that affect 
performance have been identified and brought under statistical 
control in the design phase of the project. These functional tests 
are now in production, all assemblies recede complete functional 
tests after automatic component verification As a result, the cur- 
rent HP 9144A error rate is so solid that we have statistically 
proven over an order of magnitude of margin on production units 
over the complete range of environments, All key variables are 
charted to be in control on a regular basis in production. 
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Tape/Disc Controller Serves Integrated 
Peripherals 

by Craig L Miller and Mark L. Gembarowski 



THE DESIGN GOAL for the controller of the HP 9 144 A 
Tape Drive was to provide a structure permitting 
one or two mass storage peripherals to operate cohe- 
sively for on-line and backup functions. The product's 
architecture design was a joint venture with HP's Disc 
Memory Division to provide a common controller for inte- 
grated disc and tape peripherals. 

The HP 9 144 A controller provides high performance and 
flexibility. The controller architecture allows either a fixed 
disc, a V'4-inch tape, or both to operate in a common envi- 
ronment. A related, combined disc/tape product, the HP 
7946 A, provides not only read and write capabilities to 
and from the host but also local data transfers from disc 
to tape or tape to disc. 

The controller functions are segmented into two areas. 
The functions common to basic mass storage controllers 
are lumped together onto one controller called the host 
dependent controller [HDC]. Functions that are specific to 
the tape or disc drive are contained on a device dependent 
controller (DDC). One HDC can support one or two DDCs 
(see Fig. 1), 

HDC Characteristics 

The HDC interfaces between the host computer and the 
DDC, which provides low-level control nf the mass storage 
mechanism. The HDC provides high-level functions, in- 
cluding: 

■ Providing the host interface (HP-IB/IEEE 488) and han- 
dling the associated protocol 

* Operating a microprocessor (6809) for bash i ontrol and 
status reporting 

■ Providing buffer RAM. enabling data to he read from the 
device and verified or corrected before being transferred 
to the host 

■ DMA capability. 

V\£ 2 is a block diagram of the HDC* 
The DMA controller is separated into two independent 
channels, input and output. Bach channel has a FIFO buffer 



which is four locations deep. Addresses for transfers are 
programmed into the FIFO buffer. Each FIFO buffer loca- 
tion is independent. Each channel can be monitored and 
new addresses can be programmed into the FIFO buffer 
during a transfer to allow high performance and uninter- 
rupted transfers. Each channel can support 1 -Mbyte s con- 
current transfers. 

For example, suppose the host computer wants to per- 
form a selective file backup of the fixed disc onto th> 
inch tape* The host computer sends commands to the de- 
vice specifying a file to he transferred from the disc to the 
unit. While thai file i ipied locally from the 

disc to tape, the host can send another command to copy 
a different file from the disc to tape. Continuing this se- 
quence allows a user to back up the disc drive selectively* 
The fixed disc could possibly keep the tape streami: 
this selective file backup since the buffer RAM (approxi- 
mately llK bytes] on the HDC provides data speed match- 
ing (see "Making a 5 tart/ St op Tape Stream/" later in this 
article), The tape drive transfers IK bytes of data every 30 
ms. allowing the fixed disc sufficient time to perform most 
seeks and to read additional data. 

\f the host computer initiates a backup operation from 
the disc to tape, the host is free to use the HP-IB for other 
transactions during the backup operation, since the backup 
is local to the peripheral. An HJ'-IH parallel poll will indi- 
cate when the backup is complete. 

Thn HIX! runs a small operating system serving three 
users: the bosl interface firmware, the firmware to control 
llie tape, riiid the firmware to control the fixed disc in a 
dual-peripheral configuration. The 6809 microprocessor is 
time multiplexed between the users. Approximately 30% 
of every millisecond is devoted to each user, and there is 
a total of 10% overhead in switching between users. 

"The Interface between the HDC and the DDCs has a fixed 
definition to pro vi tie For independent software and 
hardware designs. There are two buses with associated 
strobes or handshake lines. One bus Is the command and 
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status bus for commands from I he HDC to the DDC and 
DDC status monitoring by titd HDC, The other bus is a DMA 
data bus for data transferred to and from tfat disc. 

The separation of these two functions allows monitoring 
of status and issuing of commands to the tape or disc during 
data transfers. 

DDC Characteristics 

Functions t hat are specific to the tape drive are contained 
on a device dependent controller [DUC]. These functions 
are reading and decoding data, writing and encoding data, 
checking and correcting errors, and basic device-specific 
control. 

The DDC for the Vi-inch. tape interprets the specific re- 
i |i i ii'ements for the tape, There are two basic processes on 
I he DDC: the write process and the read and data recovery 
process. A 6805 microcomputer oversees these two jnn- 
cesses. 

The write process, under control of the microcomputer, 
requests data from the HDC, The data is serialized and the 
appropriate identification, error detection, error correction, 
and formatting data are appended to the user data, 

The read and data recovery process locks onto the serial 
data stream and decodes the format to identify the tape 
position. The read algorithms are tightly coupled to the 
data recovery circuit lor controlling the data separator for 
optimal performance. The read process also strips away 
the overhead information and provides the user data to the 
HDC for later transmission to the host. Error correction is 
performed in real time by exctusive-OR hardware [see article* 
page 39). 

The microcomputer controls both the read and the write 
processes. It also communicates with the HDC for com- 
mands and status. Physical tape positioning for seek, read, 
and write operations is eonlrolied by the microcomputer. 

The beginning and end of the tape are sensed elect mm - 
cally by the read process algorithms, The beginnirig-of-tape 
and end-of-tape positions are written in a special format 



found nowhere else on the tape. "The read algorithms sense 
these conditions and inform the servo controller to stop 
the tape motion. For fail-safe protection. Hi-mui automat- 
ically stops the tape if the signal is lost. This prevents 
unspooling of the tape, Previous tape products used I,ED 
sensors to sense the beginning and end uf the tape. These 
proved to be less reliable as the product became older or 
was subjected to heavy use, 

The read algorithms associated with the data recovery 
circuit are very fault tolerant, enabling the read process tQ 
recover from many abnormal situations. 

Four custom LSf circuits were developed for the HDC 
and the DDC. The first two are CMOS gate arrays, one 
having 2U0O gates and integrating the DMA controller, real- 
time clock, and programmable time interrupt on the HDC. 
and the other having 440 gates and integrating the high- 
speed precompensatiorj circuit, DMA handshaking, VCO 
control, and data recovery circuit for the DDC, These two 
integrations required the development and enhancement 
of a set of tools initiated by HP's Roseville Division. These 
tools and thorough simulation allowed the two gate arrays 
to work exactly as defined the first time. 

The tools are based on HP's TestaidTC logic simulator 
program. Timing and fault analysis can be performed using 
this program. The gale array specifications were added to 
the Testaid-IC library on the HP 1000 Computer System. 
The timing, loading, and functional descriptions of the 
library parts were loaded into a data base. Drawings of each 
library pari were created and the design and connectivity 
were entered using HPDraw on the HP 3000. The drawing 
file was transferred to the HP 1000, where timing was added 
fo the drawing data base. Functional, performance, and 
fault analysis were performed on the HP 1000 using Testaid- 
IC. The files were converted to the gate array format and 
transferred to the gate array vendor. The tools and analysis 
were comprehensive enough to provide full functional per- 
formance on the first design pass. 

The other two LSI circuits are N'MOS semioustom state 
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machines. Advanced tools developed by HP's Greeley Di- 
vision for a universal state machine (a semi custom part) 
enabled fast and efficient integration of the read and write 
state machine algorithms that encode and decode the HP 
9 144 A data format. These state machines also control the 
read and write functions. 

Thr ite was improved significantly by integrating 

the data recovery circuits in a gate array, The integration 
allows tight control of timing and closely matched de 
in portions of the circuit. 

Making a Start Stop Tape Stream 

One of the key performance improvements of the HP 
9 144 A over the tape drives in the HP 7908, 7912, and 7914 
is the addition of streaming mode. Streaming is a mode of 
operation in which the tape continues to write or read data 
without repositioning. The HP 7908/12/14 Tape D] 
would stream only for the short amount of time that the 
host computer could buffer data. On the single-controller 
versions of these products, the tape would stream only for 
an image copy of the disc. 

The HP 9144A has a significant performance advantage 
over its predecessors because streaming is not dependent 
on host buffer size, and streaming can be maintained even 
on selective file store and restore operations. The HP 9 144A 
saves over one second per host transfer because it has 
streaming built-in. 

How is this improvement realized? In normal start/stop 
operation, the drives (HP- 1 144 A and HP 7908 I- 14) repos- 
ition die (ape upon completion of the execution phase oi 
the transfer |ln execution phase, the data is sent to or from 
the host). Once the repositioning is completed* a report is 
sent to I he host. Repositioning moves the tape back far 
enough so that if the hosl sends a command to read or 
write Ihe next sequential block on the tape, the drive can 



accelerate and read or write the target block at the proper 
speed of 60 inches per second. 

make the tape drive stream rather than operate in 
start stop mode by eliminating the repositioning at the com- 
pletion of reading or writing the data. The stream mode of 
writing is called ''immediate reporting." This name evolved 
from the fact that the re is sent to the host computer 

immediately after the last byte of data has been transferred 
to the tape drive controller's RAM buffer rather than after 
it is all written to the I ape (start stop mode). The host, 
because it has seen the report byte, can queue another write 
command to the tape drive (provided it is for a sequential 
address) and the tape drive will ste i^as the com- 

mand is sent before the RAM butter is empty. The only 
hat is necessary in the host driver is the addition 
of the set option command to enable the immediate report- 
ing mode. 

Streaming while reading data for the host presents a dif- 
ferent problem. The tape drive is the source of execution 
data tor the hnsL Normally, the controller repositions the 
tape as soon as all the data has been sent to the host, and 
then sends the report byte. In the streaming mode, which 
is called "read ahead," the report b; ni to the bast 

as soon as I he data transfer is complete, and the drive 
continues to reaci data, buffering if in the RAM nn the lapp 
drive controller. If Ihe host sends another read command 
to the tape drive for the next sequential address, the tape 
drive will not have to reposition to get data it already has 
in RAM, and hence it will stream. This streaming will 
continue as long as another sequential read command is 
sent before the RAM butter is tilled with read ahead data, 
Read ahead mode is enabled with exactly the same set 
options command and parameter byte that are used to en- 
able Immediate reporting 



Cartridge Tape Data Integrity Ensured at 
Five Levels 



by K. Douglas Gennetten 



THK NEW HP 9144A ^-lNCH CARTRIDGE Tape 
Drive provides a convenient low-cost, high-reliabil- 
ity alternative Eq flexible discs and 1 -inch tapes for 
backing up valuable data. The remarkable data reliability 
ol the HP U144A is ensured bj the melding of several im- 
portant data protection techniques. Extensive testing lias 
"d that the typical HP 9144A*s data error rata is more 
than ten times better lhan the specified rate of less than 1 
error in lu 1fl bits. This performance is achieved through 

careful attention to desigE margin in many areas nj the 

'31,1, 



Read After Write 

lite: HP 9 144 A provides the first level of data integrity 
through precise flux-i hange placement on the media fol- 
lowed by Immediate verification oi written data, 

Encoded data Is first preconditioned to compensate for 
peak shift or spreading, which occurs when two flux 
changes are placed in close proximity. Each data edge is 
se shifted by an amount determined by the surrounding 
data pattern Two llu\ « hanges placed close together will 
tend to repel and shift aparj to opposite directions, Prei inn 
pensatiuu of these twn edges Improves this condition by 
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writing the edges closer than nominal by a controlled 
amount. Upon relaxation, the edges return to their proper 
positions. The write circuit precisely records the flux 
changes into the media, removing any previous data. 

The final wrillen position of these flux changes is tightly 
controlled to ensure adequate performance margin in the 
data retrieval process. The read circuits are carefully de- 
signed to introduce no significant phase shift onto the read 
data. This is done using high-order phase-linear filters. 

The read after write capability enables 1 he drive tn detect 
and automatically correct or spare out errors caused by 
media defects or foreign particles, This powerful advan- 
tage, typically found only in larger, more expensive tape 
storage systems, guarantees that the recorded data is ini- 
tially defect-free, 

Certified Cartridge 

The second level of data integrity is provided by the HP 
DC600 High-Density Data Cartridge. This cartridge contains 
magnetic media formulated from high-coercivity materials 
which are applied using a special process to reduce error- 
producing dropouts, These characteristics permit reliable, 
high -density, minimal -defect recording. 

Cartridges used on the HP 91 44 A arc preformatted and 
certified at the factory. This provides additional protection 
and allows immediate use of new cartridges. No time-con- 
suming certification or formatting is required. 

The HP 9144A Tape Drive uses a block-oriented format 
written over 16 tracks in a serpentine block-serial fashion. 
For example, all the blocks on track are written in the 
forward direction first: then the head steps to track 1 where 
all the blocks are written in the reverse direction. This 
formatting method allows random access as well as stream- 
ing operation. The drive uses preformatted tapes wilh stor- 
age capacities of 16 megabytes (150 ft) and 67 megabyles 
(600 ft]. Fig, 1 shows the tape format, 

Each 1024-bytc block is written between interblock pre- 
formatted keys placed vertically across the entire width of 
the tape. The blocks contain six 256-byte frames; four for 
user data and two for error correction, Even tracks are writ- 



ten from I he beginning of the tape (BOT) to the end of the 
lape (EOT), Odd tracks are wrillen from EOT to BOT. 

Keys contain the physical block number, which is also 
reproduced in each frame header along with other informa- 
tion describing the block. All frames and keys end with a 
16-bit cyclic redundancy check [CRC) character, which pro- 
vides very reliable error detection, and a postamhle. 

The tape format contains special prerecorded BOT and 
EOT patterns which allow solid-state beginning-of-tape and 
end-of-tape detection without the use of conventional op- 
tical sensors, which are more costly and Jess reliable. 

Data Separation and Clock Recovery 

The third level of data integrity assurance takes the form 
of accurate data retrieval. Phase-linear signal filtering fol- 
lowed by optimized data separation provides data recovery 
margin well above that found in other high-performance 
tape systems. Rigorous design and optimization methods 
(described below] have provided the HP 9144A with en- 
hanced read margin over a wide spectrum of carl ridge con- 
ditions. The data retrieval process is exceptionally tolerant 
to large levels of phase error caused by peak shift and noise 
as well as extremely rapid and large speed variations, both 
being common conditions in high-density, belt-driven car- 
tridge tapes. 

The user data to be recorded on the magnetic tape is first 
intermeshed with a clock in a form of modified frequency 
modulation (MFM] encoding. MFM data encoding, when 
combined with optimized, low-noise data recovery, en- 
ables higher bit densities and improved speed tracking 
compared with other commonly used tape codes. MFM 
also has the advantage of being very easy to implement. 
For each 1 a flux transition is written at the center of the 
bit cell and for each 00 pair a flux transition is written 
between the bit cells [see Fig. 2). Before being recorded 
onto the tape* each encoded transition is first precompen- 
sated (phase shifted) to counter the expected peak shift 
that occurs when flux reversals are placed side by side at 
high densities* 

Data retrieval requires reliable separation of theMFM-cn- 
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coded data and clock. This objective presents unusually 
difficult challenges when the data is stored on cartridge 
tape at very high flux densities. The encoded data read 
back from the tape Is degraded by two major sources of 
distortion: tape speed variation and phase shifted data. 

Tape speed variation in theDCoOD cartridge is dominated 
by several large components at 30 Hz. 100 Hz, and 6000 
Hz (using 60 intihes per second tape speed), which are 
beyond the control bandwidth of the capstan servo system 
and, in fact, are not seen by the capstan servo encoder. Of 
these, the B-kHz component is the most severe. When all 
three components are overlapped, they can add up to speed 
variations of over 15% of the normal read/write speed. 
Speed variations evoke frequency modulation of the data 
signal, which requires accurate demodulation during data 
separation. 

Phase shift is caused by several sources. The most pro- 
nounced include imperfectly compensated peak shift, 
phase non-linearity of the read head, and electrical noise. 
Phase shift evokes phase modulation of I tie data signal, 
which must be filtered during data separation. The HP 
91 44 A read amplifier and filter electronics have a high 
degree of phase linearity and do not significantly add to 
the total phase shift. 

The tracking of speed variations and the filtering of phase 
shifted data are done in the data separator by a phase-and-* 
frequency-sensitive closed-loop servo system termed I he 
phase-controlled loop, or PCL (Fig. 3). Higher and faster 
speed variations require quicker response by the PCL while 
higher phase shift magnitudes are best handled by a slower 
response. The resulting conflict requires a careful com- 
promise and is handled particularly well by the PCL, which 
is an optimized third-order system [second-order systems 
are most common). The higher-order loop, when accurately 
optimized, is better able to make such compromises by 
minimizing the average and instantaneous real-time error 
(RTE), thus providing the necessary margin for reliable data 
recovery during the extreme circumstances commonly 



found in inexpensive tape cartridges. 

Data Separator 

The HP 9 144 A data separator (Fig, 3) is composed ol 
phase-controlled loop,* an MFM decoder, gap and lock 
detectors, and a synchronous state machine. The state 
machine monitors gap. lock, and data status of the separator 
and controls the PCL modes. 

Frequency-lock mode. This mode is invoked during sync 
field frequently acquisition, which occurs at the beginning 
of every data area, and during gaps, when the loop is fre- 
quency-locked to a crystal -based clock. The frequency-lot. k 
mode inserts a frequency divider (^2) in the PCL feedback 
path. This divider causes the VCO to acquire lock at twice 
the incoming data rate: this is necessary for providing the 
two-windows-per-bit needed for MFM. The frequency- lock 
mode also disables the pulse gate function of the phase/fre- 
quency detector thus allowing the frequency of VAR (VCO/2) 
edges to be compared with the frequency of the BEF [incom- 
ing data] edges. 

Phase-control mode. This mode is used during all data 
tracking and decoding. It is invoked after the frequency- 
lock mode has achieved a stable locked condition in the 
loop, but before the data actually begins, The phase-control 
mode disables the VCO/2 divider, making all VCO edges 
available to the phase/frequency detector for phase com- 
parison, The pulse gate I unci ion is enabled, blocking all 
extra VCO edges and removing the loop's frequency-dis- 
crimination capability. The phase detector attempts to 
match each REF edge with one and only one VAR edge. 
From one to three extra VAR edges occur between each REF 
edge, The phase/frequency detector matches each REF edge 
with the one VAR edge that is within one hall window 
before or after the REF edge. Once a valid match is made, 
the phase/frequency detector sends a pulse to the loop filter 

■The mare ocfl : iftsee-fecksd irwp & avoided her© because itie PCL is never 

actually phase-locfcecl as In a »re*juency synthesizer or FM receiver •( 15 frequency locked 
bul exhibits large, rapidly changing phase error 
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thai is proportional to the phase error and of the appropriate 
I'j.ii. The loop filter then processes this signal and sends 
the filtered response to the VCO N which begins to nullify 
the detected phase error. 

The lock detector is nothing more than the data decoder 
combined with a lock-detect algorithm in the shile 
machine, When locked and in a sync field, I he data decoder 
will have a stable output Any cycle slip or other lock 
failure will show up as an unstable decoder output and is 
easily recognized. 

The gap detector is a reset table counter that increments 
one coon I for each VCO clock and is reset by each data 
edge. When the count is at or above five, the circuit alerls 
the state machine that a gap or dropout has been detected, 
With the format used, it is important that gap detection be 
rapid and reliable. This circuit meets that need by using a 
tracking time base rather than an external crystal or one- 
shot timer. A gap is detected based on the count of hit 
times h rather than a fixed time period. 

Propagation delays in a design such as this can easily 
.icrimiulale and produce asymmetry in the form of large 
steady-state phase error (i.e., reduced RTE margin J. This 
design incorporates delay equalization, which balances the 
data path from the data source to the phase/frequency de- 
tector with the data path from the source to the MFM de- 
coder. The result is improved operating margin and en- 
hanced data integrity. 

PCL Optimization 

Optimization of the PCL's tracking dynamics is of 
paramount importance. Two common optimization proce- 
dures for data recovery systems are 1) trial and error adjust- 
ment of the loop filter parameters w r hile observing the error 
rate performance and [racking ability under typical data 
conditions, and 2) reduced- window accelerated testing in 
combination w T ith the first procedure. Reduced -window 
testing artificially reduces the RTE margin by an adjustable 
amount during tracking of normal data. Another common 
testing mediod is subjecting the system to artificially gen- 
erated data patterns from a pattern generator modulated 
by a variable-frequency source. This last method is of little 
value, since it simulates speed variation without any 
superimposed phase modulation. Under such conditions 
a loop wull perform much better than in actual use where 
pattern-dependent peak shift and random noise induce 
phase modulation of the data, which greatly reduces the 
frequency demodulation (speed tracking) ability of the sys- 
tem. These optimization procedures do not provide best- 
compromise performance, which is necessary for ensuring 
the best overall error rate. These inadequate methods all 
incorrectly assume a direct link between available tracking 
and decoding window margin (RTE margin] and error rale. 
A system optimized to provide the best compromise pro- 
vides the best possible performance without going to a 
higher-order response. It can therefore be termed a best -fit 
optimized system- The HP 9 144 A PCL is this type of system. 

A best-fit optimized PCL will provide an absolute 
minimum error rate when subjected to the entire range of 
expected conditions. This loop, however, will not exhibit 
the maximum possible average RTE margin and will not 
have the maximum possible instantaneous RTE margin 



during most typical conditions. This is not undesirable; 
all hough the margin is reduced during noncriticai condi- 
tions, it is still reliably maintained well above necessary 
levels. The reserve capability needed for worst -case condi- 
tions [relatively infrequent surges in speed and/or phase 
shift] causes minor overshoot during less strenuous typical 
conditions, resulting in reduced average and instantaneous 
RTE margin. Higher-order loops are more effective in allow- 
ing such trade-offs, resulting in Improved error rates. A 
loop optimized to typical conditions using one of the com- 
mon procedures noted above will not perform as well in 
any data recovery environment (especially cartridge tape 
drives) exposed to transient noise sources, head and media 
imperfections, and speed variations, 

Best-fit PCL optimization requires an accurate evaluation 
of the data modulation during readback. The most critical 
element of this process is the careful capture and analysis 
of transient worst-case conditions during all operating en- 
vironments. This information is used in the first phase of 
the optimization by applying theoretical analysis and de- 
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Fig. 4. This diagram illustrates the three possible phase-con- 
trolled loop (PCL) operating points. The two sources of data 
modulation are phase modulation (abscissa), and frequency 
modulation (ordinate). Increased levels of phase modulation 
(noise and peak shift) reduce the amount of tolerable fre- 
quency modulation (speed variation). This is shown by the 
PCL operation-limits line. Any modulation falling to the right 
of the line or above it causes tracking failure. Line 1 represents 
a typical set point: relatively large margin (distance from mod- 
ulation area to limits line) exists for typical operating condi- 
tions, and failure occurs during transient conditions of targe 
speed variation. In general increasing the PCL's bandwidth 
will rotate the line clockwise (line 2). This increases the margin 
available for transients (but not enough tn this case) while 
reducing the margin for typical conditions. By using a third- 
order loop (rather than second) and optimizing both 
bandwidth and phase margin (damping) one can achieve 
limits-line translation with little or no rotation, thereby improv- 
ing overall margin (line 3). The margin provided for typical 
modulation is set larger than that provided for rare events of 
large modulation. This is essentially a "proration" of margin, 
which provides the best overall error rate 
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sign techniques So arrive at important parameter values 
such as bandwidth and stability factors (see Fig. 4), These 
transient conditions are then simulated by using a special 
signal source which overlays controlled phase and fre- 
quency modulation onto a predetermined data pattern, 
These simulated conditions are used in the second phase 
of optimization by observing the instantaneous RTE margin 
during minor parameter adjustments. 

During the HP 9 144 A development, a PCL test system 
was designed to aid the best-fit optimization process. This 
test system provides two separate functions: I) modulated 
data simulation — combining variable data patterns with 
controlled simultaneous frequency and phase modula- 
tion—and 2) data capture and analysis — high -resolution 
data gathering and automated ff tracking perfor- 

mance and RTE margin. The modulated data generator al- 
lows simulated phase modulation from random noise 
(asynchronous) and from pattern-dependent peak shift 
(synchronous) to be superimposed onto frequency modula- 
tion, thereby providing a realistic:, controllable, com- 
prehensive test data source. 

Other noteworthy contributions to data integrity are In- 
cluded in the HP 9144A's data separation functions. No 
adjustments of the circuitry are possible or necessary dur- 
ing the production process and tow-tolerance components 
can be used. Both factors contribute to the low cost and 
ease of manufacture of the product. All of the timing-critical 
signal paths are carefully balanced and integrated into a 
single LSI chip designed for the HP 9144A, providing sig- 
nificantly improved margin and reliability and lower cost. 

The phase/frequency detector designed into (lie HP 
9144A T s PCL is an improved design that eliminates syn- 
chronization boundary problems commonly found in class- 
ical sequential phase detectors, When switching from one 
signal (clock) to the other (data), the phase of the new data 
source is unknown and can often cause a flitch in the 
phase synchronization process* which may cause a tran- 
sient error condition. To avoid this, the asynchronous state 
machine was carefully analyzed to identify and resolve 
any possible state transitions thai uiuld cause race condi- 
tions or hung states. 

Error Correction 

While the DCGDO cartridge is capable of storingdata with- 
out significant degradation for several years, data loss 
caused by dust particles, stray magnetic fields, and ex- 
tremely long si o rage intervals is possible. The HP 9 144 A 
protects the user from such losses through the fourth level 
of data integrity assurance: post-retrieval error correction. 
Large portions of the recorded data — up to 512 contiguous 
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bytes — can be destroyed without inducing an unrecovera- 
ble data error, This feat is made possible by the use of 
redundant data embedded within the user's data. The pre- 
vailing cause of transient errors in a cartridge tape d 
is foreign particles, which lift the tape off the head surface, 
causing loss of a large number of contiguous bits. The HP 
U144A 1 s exdusive-OR error correction is especially suited to 
correcting such errors, 

Error correction also serves to extend motor and cartridge 
reliability by minimizing the need for tape repositioning, 
Without error correction, each error-causing dust particle 
or media defect wmdd initiate a reposition and retry oper- 
ation over the data area, reducing motor and cartridge life. 
Starts and slops [two are required for each repositioning) 
are the primary cause of motor wear, 

User data is written onto the tape in I he; form of 1M 24- byte 
blocks. Each block is segmented into six 256-byte frames. 
The first four frames contain the user data while the last 
two frames contain redundant data (see Fig, 5). The redun- 
dant frames are generated concurrently with the write pro- 
cess by executing a bit-serial exclusive-OR operation on the 
ious frames: frame 5 is frame 1 combined with frame 
3, and frame fi is frame 2 combined with frame 4. 

Defective data areas of up to I wo consecutive frames (512 
bytes] can be successfully corrected by virtue of the previ* 
ously recorded redundancy. Fig. 6 illustrates the process 
for correcting a defect that overlaps into frames 2 and 3, 
Frame 2 is reconstructed by performing an exclusive-QR op- 
eration on frames 4 and b\ Similarly, frame 3 is recon- 
structed from 1 and n. 

In general, defects are correctable that affect up to one 
odd-numbered frame and up to one even-numbered frame. 
For example, a block is recoverable if defective in frames 
1 and 6 If the remaining frames are error-free. 

Media Monitor 

The fifth and final level of protection against data loss 
is furnished by the automated media monitor. A built-in 
use log automatically alerts the user of worn media by 
flashing a light when it is time to replace a used tape. This 
allows replacement of the media to avoid losing data, yet 
enables lull use of the expected lifetime of the cartridge. 
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Controlling the Head/Tape Interface 

by Walter L. Auyer, Charles H. McConica, David J. SchmeMng, and Mark E. Wanger 



^^ NE OF THE MOST CRITICAL AREAS in the HP 
I 9144A, as in most magnetic storage devices, is the 
^^r head-to-media (tape) interface. A considerable 
amount of engineering effort was spent both in examining 
and in the subsequent control of this inlerhn e to unsure* 
data integrity as well as unit-to-unit inter/changeability. 

For optimum performance, the tape must be in intimate 
contact with the read/write head and accurately aligned to 
it. The most important alignment parameters to control are 
those that influence azimuth angle, tape flying height, and 
off4rack error. The azimuth angle [head-gap-to-tape-path 
orthogonality) affects phase distortion and signal ampli- 
tude; both are important in data recovery, The tape flying 
height (distance between the tape and the head) is a func- 
tion of tape tension, tape wrap angle, head penetration, 
and head geometry: this also affects phase distortion and 
signal amplitude. Off-track error (head gap position relative 
to the written track) can introduce erroneous data sensing 
(from adjacent tracks or other residual data), resulting in 
unwanted noise, which causes phase distortion* In prac- 
tice, off-track error is more a function of the step motor 
positioning system than the head alignment process, 

Control of the head/tape interface involves four major 
areas: 

■ Head mounting 

■ The head actuation system 

■ Head design 

■ Cartridge referencing. 

Head Mounting 

In the head mounting process the read/write head is 
aligned and mounted in the drive, The six degrees of free- 
dom (three angles and three displacements] that affect sig- 
nal amplitude and phase distortion must each be addressed 
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Rg. 1. HP 91 44 A read/write head, showing the six degrees 
of head mounting freedom and the read and write gaps for 
the two directions of tape travel 

[see Fig. 1). There are two schools of thought regarding 
head mounting precision. One favors creating a precision 
interchangeable mechanical assembly, including the head. 
The other favors mounting the head relative to the drive 
volume, reducing sensitivity to manufacturing tolerances, 
but sacrificing interchangeability. The HP 9144A design 
team, after carefully considering both options, chose the 
second because 1) the head has a lifetime ceramic wear 
coating which virtually eliminates the need for field re- 
placement, and 2) the mechanical parts require less preci- 
sion and therefore cost less. Since the mechanical parts do 
not require a high degree of precision, the design team was 
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able to concentrate its effort on the head mounting tools 
and procedures to make the process fast and precise. 

The head mounting process involves two steps: prelimi- 
nary head mount and azimuth adjustment. The head is first 
aligned and clamped to a precision fixture, which simulates 
a data cartridge (see Fig. 2), The fixture is then inserted 
:he drive, which damps and references it to the drive 
mechanism. This establishes five of the six degrees of free- 
dom (all but azimuth). The head is then tacked with adhe- 
sive to a bracket, which in turn is held to the drive 
small, ci like clamping fixture. The preliminary 

head mount fixture is then removed and the drive is ready 
for azimuth adjustment. The small clamping fixture holds 
Ihe head and bracket assembly tightly against the head 
carrier, yet allows rotation to adjust the azimuth angle. 

A/imuth adjustment for any type of magnetic storage 
device can he tedious and costly, calling foi a high degree 
of operator skill and a large investment in equipment. The 
HP 9144A design team made a significant contribution in 
this area by designing a process that is fast, inexpensive, 
and requires no special operator skills. The azimuth adjust- 
ment process takes advantage of the head design and the 
media format, The head has two pairs of gaps (total of 4) 
that allow bidirectional read'write operations (see Fig, 1), 
The object of the azimuth nd just men t is to set the in-line 
head gaps perpendicular to the direction of tape travel. 

The data cartridges are preformatted with keys written 
across the width of the tape and spaced 1,7 inches apart, 
which functionally indicate the physical address of the 
data, By reading the keys with one vertical pair of in-line 
gaps (one read gap and one write gap) the time delay between 
the arrival of a key at each gap can he measured. An azimuth 
adjustment tesi station was designed using two read/write 
boards and a servo control board from the HI 5 5)1 44 A am I 
an HP 9000 Model 216 Computer to control the prm 
A I ape is inserted into the drive and run back and forth, 




Azimuth Angle H-=Tan '(^j - J 



V-Tape velocity 
S=Gap separation 
AT=Tirne between key detect signals 



Keys 




Fig. 3. Azimuth angle calculation 











Fig* 4. Azimuth adjustment fixture. 

As the keys cross the head, the time delay between the 
in-line gaps is measured and stored. A simple algorithm 
is used to calculate the azimuth angle from the time delay, 
the tape velocity, and the in-line gap separation distance 
(see Fig. 3). 

Initially* a rotation fixture is clamped on the head (see 
Fig. 4]. As described above, I he data from a test cartridge 
is used to compute the existing azimuth angle. Compuler- 
contmlled corrections direct the head actuation system to 
Step the head up or down an appropriate number of steps, 
thus mtalin^ live head native to the tape path. The final 
azimuth correction is set by factoring in (he statistical dis- 
tribution of all the azimuth readings for both pairs nf in-line 
gaps for both directions of tape travel Finally, a correction 
is made to compensate for the azimuth of the test cartridge. 
When the head azimuth angle is adjusted to the required 
:5ir at ions, ihe head is tacked in plft e with a fast-curing 
adhesive ami all the fixtures are removed. Tin* bead is now 
precisely mounted relative to the dii 

Next, the head is checked for magnetic and electrical 
parameters. If it meets the specifications 1 1 n head and 
bracket are bonded to the head carrier using a high-strermi h 
adhei 

The results of this head mounting process have been 
impressive. The whole mounting procedure, which took 
one hour during the early project stages, can be completed 
by production personnel in only six minutes. The azimuth 
angle specification is ±fi minutes, but ihe process is yield- 
ing a majority of heads mounted in a ±2- minute range, Mo 
part of the process requires operator judgment in setting 
or aligning Ihe be, id A/imuth angle, /.enilh angle, I 
penetration, and yaw an' measured on each drive and re- 
corded automatically in a data base. Control charts are used 
If) monitor ihe process and maintain its consistency, 
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Head Actuation System 

The function of the head actuation system is to place the 
read and write gaps accurately and repeatably on the I racks 
on the tape and perform such functions as edge finding 
and unlocking the cartridge. The off-track error is directly 
related to the accuracy that can be maintained in the work- 
ing range of the head actuation system- A four-phase He 
step motor and a lead screw result in a travel of 0.02 mm 
per step. The working range is 8 mm (400 steps], although 
the overall range is greater to allow for unlocking the car- 
tridge- The positional accuracy over the working rant\M i^ 
v\ -ilhin ! 1 step \±tt.25%\. Hysteresis in the system is com- 
pensated by using an antihacklash spring in conjunction 
wilh a routine in the servo electronics that causes the head 
to approach all targets from the same direction. 

Head Design 

The mechanical design of the head addresses two aspects 
of the head/tape interface, one being off-track alignment 
and the other being head/tape coniaci or iribolcigy, Both 
issues are important for achieving a reliable signal from 
the median 

Tracks are placed on the media with an open-loop po- 
sitioning system. After an initial referent: ing to the tape 
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Fig, 5. Exploded view of the HP 91 44 A. 



edge, any error in positioning the head or vertical tape 
movement within the cartridge (tape wander) leads to trade 
misalignment and possible loss of data. The design of the 
head gap geometries is aimed at providing a margin for 
positioning error. Current head technology precludes hav- 
ing a trim erase geometry* with read after write capability, 
so a wide-write, narrow-read design is specified, The 0.01 3- 
in write gaps are 0,004 in wider than the 0.009-in read 
gaps. The result is that the read gap positioning can vary 
^0,002 in without any signal degradation. The width of 
the write gaps is limited by the track density requirements 
and subsequent data overlap. 

The design goal for the head in relation to the head/tape 
interface was to supply an extremely reliable data signal 
over the range of cartridge variations while not requiring 
an extremely accurate head mounting process. Head con- 
lour design most consider variations in tape tension and 
wrap angle, which directly affect tape flying height, The 
gap configuration compounds the problem since there are 
four gaps, which must be held in intimate contact with the 
tape t which is traveling at 9C inches per second. To provide 
some perspective, the Van der Waal equation for signal 
loss from spacing (flying height) is 55 d/\ dB. At 10,000 
flux reversals per inch, X = 100 ^in and a flying height of 
5.5 /jtin (about the surface roughness of the medial results 
in a 3-dB loss. The final design uses a double-bump config- 
uration with a consistent curvature on each hump. The 
curvature allows for variations in wrap angle while still 
maintaining good head/tape spacing. 

We chose to use a ceramic wear layer to enhance head 
life. The trade-off was difficulty in working with materials 
of different hardness in the machining and profiling pro- 
cess. To get the necessary profile required working closely 
with the head vendor on the design and the manufacturing 
process. 

The result of careful design and extensive testing is a 
head that gives a very reliable signal that is insensitive to 
variations in cartridges, tape tension, and tape wrap angle. 

Cartridge Referencing 

E\fjiKitlv important in controlling the head' tape interface 
is the relative position of the tape cartridge (and thus the 

"In a trim erase geometry, two erase heads one on each side of the data track trim ihs 

uen by the write heaq This geamelry ts common 
e aisc drives 
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tape itself) to the HP 9144A tape drive mechanism. Esthetic 
considerations (insertion and ejection forces and travel, 
'*feeL'" appearance, etc.] of the mechanism also were chal- 
lenging aspects of the design. 

The drive mechanism, primarily a mix of motors, plastic 
hardware and die castings {see Fig. 5). accepts and captures 
an inserted cartridge, positions it relativ- write 

head, stabilizes it during dynamic drive for tape 

movement relative to the head and vice versa), and upon 
request, unlocks the cartridge for the user to eject 

ANSI Specification X3. 55-1 977 defines the parameters 
for the < 4-inch tape and 0,67 X 4*00 X 6,00-in tape cartridge 
used in the HP 9 144 A. The defined cartridge reference 
datums (cartridge position planes) are the forward (or lead- 
ing] edge and the top surface of the u\lG-in4hick aluminum 
baseplate (see Fig, b). Internally, the tape guide pins are 
positioned relative to these datums, thus establishing the 
tape path relative to the cartridge base plate. 

The user inserts the cartridge until it firmly snaps into 
place. Insertion resistance forces (friction, motor capstan 
reaction, latch/eject arm reaction) build to approximately 



3 lb. To smooth and minimize this resistance, the guides 
are made of Teflon 7 " -filled plastic (nol glass-filled— glass 
causes friction) and incorporate guide rollers for aft car- 
ge stabilization. During the last millimeter of insertion 
travel, the dual-purpose latch- eject arms are released. This 
results in 3,5 lb upward and forward forces applied to the 
c art ridge, pulling the cartridge reference datums audibly, 
firmly, positively, and repeatably against their correspond- 
ing mechanism references. A stable head tape interface is 
thus established. 

Another feature of the mechanism is a mechanical eject 
button interlock, which prohibits the user from inadver- 
tently ejecting the cartridge while the head is in an aclive, 
or up, position. This interlock decouples the eject button 
from the head/tape Interface, thus preventing accidental 
bumping of the eject button from disturbing any read write 
operations that may be in progress. Cartridge ejection must 
be preceded by a request for unload fa pushbutton on the 
front panel] which initiates a down-load sequence, sub- 
sequent head stepping down, and release of the mechanical 
eject button interlock. 



Software Methodology Preserves 
Consistency and Creativity 



by Mark L Gembarowski 



THE PROJECT TEAM that developed the HP U144A 
Tape Drive also developed a software methodology 
that is now the way in which all programming is 
done at HP's Greeley Division. The methodology provides 
designers with a consistent, common .ipproach to software 
design without limiting their creativity and coding style. 
This software methodology addresses two major questions: 

■ What can we do about s< hedulo' 

■ How "good" is the code? 

The software methodology does not generate code until 
the final step of the design. Yet, we can maintain or even 
beat schedule because the code generated is very easy to 
debug, extremely flexible (Features can be easily added), 
and extendable. Many of the subroutines wrilten fur the 
HP 9144A are being used on new products under develop- 
ment because of the modularity of the code that the design 
methodology produces, 

The software design methodnln.n\ '-m bodies a number 
<i] design ideas seen in Ihe current literature. 1 ■ They in- 
clude structure charls (hierarchy charts), structured pro- 
gramming, top-down design, strut: In red walkthroughs, and 
structured analysis. We took the best attributes of these 
methods and combined them into a methodology that gives 
the designer a series of design steps I hat offer additional 
insight into the design at each subsequent phase. The 



methodology generates design documental ion as a product 
of each design step, and provides management with a scries 
of design i heck points for measuring progress. 

Four Phases 

The specific steps of die software design methodology 
are the definition phase, the hierarchy phase, I he input-pro- 
cess-outpui phase, and the ending phase. 
Definition Phase. The output of this phase is a document 
that details wba! the code mnsl do. what hardware environ- 
ment it resides in and must Interface to, and a lisl of refer- 
ence documents. This design step may in< Unite system ar- 
chitecture design, some structured analysis, and some test- 
ing of existing products one is trying to improve. 
Hierarchy Phase. Once you know what you need to do 
t definition phase}* you need to know how to do it. A hierar- 
chy is a graphical representation of how the code ac- 
complishes all of the functions listed in ! h<- iliMmUuu. II 
shows individual modules (subroutine! and the interface 
between I he modules. An initial hierarchy is created and 
then refined lo improve the functionality of individual 
modules while reducing the interdependence between 
modules I in lesigp step uses the methods of hierarchical 
decomposition found in much of theonrren! software &e 
sign literature. Fig. l shows ;i sample hierarchy (hart. 
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SAVE 



Fig. 1 > A portion of a hierarchy chart. Such charts tell how 
the code accomplishes the functions required. Each box with 
a name m ft is a code module (subroutine) The arrows on 
the fines connecting the modules indicate parameters passed 
between modules The elongated circle below the top box 
indicates that the subordinate calls are repeated The dia- 
mond symbols indicate conditional calls or a selection from 
a group of choices. 



Input-Process-Output (IPO) Phase. Now that we have seen 
how we will do each function, we again develop what we 
will do, but this time the focus is on the individual modules 
rather than on the entire task to he accomplished. For each 
module In the hierarchy, we write a document [typically 
one-half page in length — it serves as an ideal header for 
the code) that shows the inputs to the module and their 
type (Boolean, real, integer, etc), the process within the 
module (using inputs, subordinate module calls, and how 
tile outputs are created], and the outputs and their type. 
For complicated algorithms, we expand the IPO to include 
a structured English algorithm to help the code writer un- 
derstand exactly what the module must do. We use con- 
structs such as IF-THEN-ELSE. REPEAT-UNTIL WHILE-DO, and 
CASE and indentation to show the structure of the compli- 
cated algorithm. Once the input-process-output phase is 
completed, the code for any module can he written by any 
member of the team. 

Coding Phase. Notice that no code has been generated be- 
fore the 1 desigp is finished. There are no constraints regard- 
ing what language the designers write in. They may be 
limited by design tools, but nol by the methodology. When 
the coding begins, typically certain functions will need to 
be done first* most likely to help show functionality tor a 
checkpoint meeting. Since the design is finished, portions 
of the coding can be set aside and done later, or new project 
members can do it when they join the team. 
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